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OBITUARY—JAMES HENRI ROLLINS. 
Nite Fe 

It is with much sorrow that we announce to the fraternity the death, 
on the evening of June 19, at his home in Oread Place, Worcester, 
Mass., of Mr. James H. Rollins, whose name and fame had earned for 
him a prominent place in the ranks of Eastern ges engineers. Of course, 
we can but sorrow over the gap thus caused in the ranks, still to de- 
ceased there can be no question that the ending was release from severe 
bodily affliction, borne with fortitude and heroism for three long years. 
The disease from which hesuffered was neuritis, or inflammation of the 
nerves, which is about as acutely painful a malady as the human frame 
can be called upon'to bear. James Henri Rollins was born at Melvin, 
N. H., in the spring of 1836, and having acquired a common school ed- 
ucation,, was early attracted to the possibilities involved inthe develop- 
ment of the gas business. The first safe record that we have of his con- 
nection with the business is his service with the Boston Gas Light Com- 
pany.. Apt and bright, he mastered the details of the craft with such 
speed that, the opportunity offering, he accepted a contract to build a 





works at Cairo, Ills. This task completed he returned East to accept a 
position with the Brookline, Mass., Company, where he remained until 
October, 1870. At that time an inviting field opened up to him in the 
shape of the position of Manager and Superintendent of the Minneapolis, 
Minn., Company, in the service of which he remained 5 years, acquit- 
ting himself with signal ability, as the records of that Company amply 
prove. 

In 1875 a call for duty summoned him once more to the East, and in 
the fall of that year we find him in harness as successor to Mr. F. C. 
Sherman (who resigned from Worcester in order that he might take ser- 
vice at New Haven, Conn.) as Agent for the Worcester (Mass.) Gas Com- 
pany. His faithful and valuable labors at this point are too well known 
to the fraternity to call for extended comment. Suffice it, then, to say 
that they were of a nature which gave credit to himself, profit to his em- 
ployers, and satisfaction to the Company’s patrons. Failing health alone 
compelled him (in the spring of 1887) to resign from active duty, and 
since his retirement, as noted at the beginning of these lines, his failing 
days have been those of acute bodily pain. His strong mentality, how- 
ever, remained to the end, and his anguish was, in consequence, all the 
more pronounced. Ever active in promoting the best interests of his 
profession, it is therefore not to be wondered at that his name appears on 
the rolls of several of our Associations, and that it was so written in the 
éarly days when many doubted whether or not the policy of meeting in 
Open communion was a safe means for the advancement of gas engi- 
neering. Whether or not Rollins was a doubter in this regard is best 
answered by noting that his name appears on the roster of the Ameri- 
can Association at the meeting held in October, 1873, although we be- 
ljeve the first meeting he attended was that held in New York, in 1875. 
He was an ardent supporter of the Association, and although the only 
office held by bim in it was as member of the Executive Committee (’82- 
*83), he often assisted in guiding it smoothly in trenchant debate. He 
was elected to membership in the New England Association at the meet- 
ing held at Boston, in 1876, and served on its Board of Directors during 
1879, °80, 81 and ’82. Here his counsel was often sought, nor was he 
éver appealed to in vain. He was one of the founders of the Guild of 
Gas Managers, who perhaps will miss him most, since it was at their 
gatherings that his genial nature was shown at its best. Of all these or- 
ganizations he was a member at the time of his death, and it seems su- 
perfluous to add that all will miss him sadly. 

He was a man of great strength of character and mind, an engineer of 
marked ability—both executive and technical—whose methods and re- 
sults were always abreast the times. As a manager he caused every- 
thing to be secondary to and for the advancement of the interests of his 
employers. Honest and trustworthy as an employee, he was equally 
rated to acquire and retain the esteem and unrestrained affection 
of his friends. True as steel, his steadfastness to his friends was 
a type of that manhood which safely passes through the crucible 
of time; each successive year but proving the fine grain of his af- 
fection. In Masonic orders he attained high rank, and claimed kin- 
ship with the Quinsigamond Lodge of Masons, Eureka Royal Arch 
Chapter, Hiram Council and Worcester County Commandery of Knights 
Templars. The burial services took place at his late residencé, on Mon- 
day, June 28, the Reverend Dr. Means, of —_—— Church (of which 

a 


ee 





natant iba 


MER cog 


a ae BS 




































Baer “a Ny 


a a 


a i ae 


» 


fate WAS F BS oe, 









gio American Gas 


Light Aournal. 


June 30, 1890. 








Mr. Rollins had long been a faithful member) officiating. A large as- 
semblage was present, and amongst those who assisted in the last sad 
rites were Messrs. Bill, Learned. Prichard, Coffin, Leach, Andrew, 
Taber, Quinn, Slater, Rogers, Humphreys, Spaulding, Coburn, Tarbell, 
Waldo, Langford, Sherman, Spear, Wetherbee, Coggshall, Davis and 
Lamson—a list that resembles very much the roll-call of the Guild of 
Gas Managers or that of the New England Association. 

Grief we must feel at the death of the gifted and genial Rollins; but 
may we not temper it in the remembrance of the cessation of his suffering 
and in the brighter glory that surrounds the memory of those who hav- 
ing worked faithfully and well in life leave to us the records of that life 
work as mute guides to us in our approach to the revealment of the life 
that is beyond. ; 








BRIEFLY TOLD. 
Sa 

Mr. StepMaN TELLS THE WHOLE TRUTH.—Not that he does not al- 
ways do so, but memory cannot always be trusted, when time presses, 
to report everything and atonce. Early last week Col. Stedman paid 
a brief visit to the JouRNAL office, and in conversation said he expected 
to pass the summer (or a part of it) in Alaska, whereupon the inter- 
viewer got in his fine work, a condensed report of which is to be found 
in our item columns. Since then, however, we have received a some- 
what amendatory leiter of explanation as to matters connected with the 
Colonel’s proposed summering in Alaska, and it isso characteristic of 
him that rather than mangle his words we reprint them verbatim. The 
letter is under date of the 25th inst., and is as follows : 


To the Editor American Gas Licgut JourNAL: ‘‘It occurs to me 
that in our interview on Monday I failed to give you a complete state- 
ment of my purpose in making my journey to Alaska, and that in put 
ting you off with a remark about the glaciers and jcebergs I was need- 
lessly leading you into an error which might not accord with the usual 
reliability of editorial statement in the JourNaL. Now I will tell you 
the whole truth about it. Iam acting in the interest of a Rochester 
syndicate whose purpose is to obtain, if possible, a controlling interest 
in the Northern Lights and to transfer them to Rochester for its exclu- 
sive use in lighting the streets. Of course, we don’t expect to confine 
their radiance within our own civic boundaries. Enough light will 
probably be reflected from the sky to tantalizethe citizensof Buffalo and 
surrounding cities, and gradually lure them to become residents of a 
place so blessed as Rochester with its natural and to be acquired advant- 
ages ; for allow me to introduce Secretary McClintock, of the Rochester 
Chamber of Commerce. This gentleman is in hearty accord with every 
measure intended to benefit this beautiful and enterprising city. He is 
intent on introducing natural gas here, and has already so excited the 
interests of the natives in the environs of Rochester that several new 
sources of supply have been very nearly discovered in the immediate 
vicinity. But the Secretary casts his eyes further afield, and in the event 
of a deficiency in wells which may be driven within a few miles of the 
city, the pipes will be laid to the big producing fields already developed 
and a bountiful delivery assured. The same gentleman has another 
scheme for so hoarding the surplus of the Genesee river as to compel 
that somewat variable stream to be reliable and constant in its work the 
year round. An estimate, indorsed by the State Engineer, gives 30,000- 
horse power per day as the minimum which, under this storage plan, 
would turn the wheels of our industries every day in the year. 

‘** With heat, power and light thus secured, Rochester will in the next 
decade enormously outrun its 80 per cent. increase in the last.” 





THE Messrs. Wilbraham Bros., of Philadelpnia, have purchased the 
patent of the late R. K. Huntoon, of Franklin, Mass., for his gas gov- 
ernor, together with all rights, patterns, stock, etc., and are prepared to 
fill orders for same. 








The Market for Gas Securities. 


——— 

There is no change of moment in the market for city gas shares. 
Summer dullness may now be said to have set in. Consolidated is 
around par, with but few transactions. Mutual is stronger. Brooklyn 
shares are steady. In our item columns will be found mention of the 
incorporation of a Company in Trenton, N. J., with a capital of 
$50,200,000. This Company is the result of certain negotiations that 
have been in pi for some time whereby English capital becomes 
interested in the United Gas Improvement Company. The new corpor- 
ation takes over the capital of the latter, paying therefor at the rate of 
200. English and American capital in the venture are about equally 
balanced. The negotiations were conducted by Sir Henry Goldsmid 
on behalf of the foreign capital, and Messrs. A. C. Humphreys and 
Randal Morgan for the Americans. 





[OFFICIAL REPORT—REVISED BY THE SECRETARY—CONCLUDED FROM 
PaGE 881, ] 


THIRTEENTH ANNUAL MEETING OF THE WESTERN 
GAS ASSOCIATION. 


HE Lp aT St. Louis, Mo., May 21, 22 anp 23, 1890. 


Srconp Day—May 22—AFTERNOON SEssION. 
Mr. E. G. Cowdery, of Milwaukee, Wis., read his paper on 
MIXED GASES. 


Gentlemen of the Association :—It is but little more than two weeks 
since I accidentally discovered the announcement in the AMERICAN Gas 
LIGHT JOURNAL that I was booked to read a paper before this Association 
upon ‘‘ Mixed Gases.” It had been my intention to give you a paper 
upon an entirely different subject, and I had so expressed myself to the 
gentleman entrusted with the records of this body; how he ever got so 
badly ‘‘ mixed” over a gaseous subject is beyond my power to explain. 
Having, then, one thing as a subject and another written, it remains for 
you to apply the subject as best you can. 

My paper was intended to lay before you the result of some practical 
experiments with ‘‘gaseous fuel.” The subject of fuel gas has been 
variously presented to you by different members for the past three years, 
but it has seemed to me, as it has to many others, that while all these 
efforts towards solving the question in a theoretical way have beyond 
question been very able, they have nevertheless lacked enough of the 
practical to convince many of their ultimate success. For this reason it 
seemed that the result of a few practical experiments would not come 
amiss. 

To be able to judge how far practice would bear out theory I conceived 
the idea of trying an experiment to find the comparative heating value 
of different gases, as it would be accomplished in the ordinary practical 
way. To dothis and make the experiment under conditions as favor- 
able as practice would allow, I had made a pan, 9 inches in diameter 
and 5 inches deep, with tin sides and copper bottom ; this to hold 10 
pounds of water, and to be used over a gas stove having an equalized 
flame spreading over a diameter of 5 inches. With 10 pounds of water 
in the pan, a thermometer suspended so that the bulb was in the center 
of the body of water and the top of the dish covered with glass, the gas 
was lighted and as soon as the mercury reached 70° the statement of the 
meter was taken. When the mercury reached 210° the gas was shut off. 
If there had been 4 feet of gas used to raise this 10 pounds of water 140° 
the 4 feet would have raised 1 pound of water 1,400°, or 1 foot would 
have raised 1 pound 350°. We judge from this that we have obtained 
in practice 350 units of heat from 1 foot of the gas; the balance of the 
theoretical heat units in the gas was, of course, wasted. 

Care was exercised in obtaining the proper length of time to raise this 
body of water 140° in temperature with the minimum waste of heat, 
which in this case was found to be about 20 minutes. The gas stove was 
so constructed as to allow of adjustment of air and gas separately. These 
were so adjusted for each gas tried as to produce the best result. The 
following results were obtained : 


Ordinary coal gas, 16 to17-candle power.... 311 units. 
Uncarbureted water gas (no air) 157 units. 
Carbureted water gas, 25 to 30-candle power 408 units. 

It was found that the burner we were using for the uncarbureted 
water gas was not best adapted for it, and anuther was substituted, which 
is specially made and adapted for that gas. 

The results for coal gas were also improved by using a different 
burner. With these improved burners the results from the same gas 
were : 

Uncarbureted water gas (no air) 183 units. 
Coal gas, 16 to 17 candle power 345 units. 

It happened at this time to be convenient for me to test with the same 
apparatus in the same way a fuel gas said to be a combination of coal 
gas and uncarbureted water gas, and, of course, superior in heating 
qualities to uncarbureted water gas alone. The result was as follows : 

With original burner 127 units. 
With special burner 153 units. 

Against uncarbureted water gas siraight : 

With original burner 157 units. 
With special burner 183 units. 

The so-called fuel gas in this case was 16 per cent. less in heating qual- 
ity than the straight uncarbureted water gas. 

With this result of a practical experiment with various gases, with the 
same apparatus and under precisely similar conditions, and so nearly 
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bearing out the theoretical comparison, what conclusions are we to 
draw ? Simply that we must accept the comparative values placed below 
as facts, with the value of 


Uncarbureted water gas placed at................ 100 
Ordinary coal gas, 16 to 17 candle power, will be.. 200 
Carbureted water gas, 25 to 30 candle power...... 250 
Mixed, 3 coal, } water gas ..........ccccccccceees 215 


So far, where ‘‘ fuel gas” has been practically applied, the prot acts of 
combustion, either partially or altogether, have been thrown 1.40 the 
heated rooms. No doubt this was done to save heat ; for if we a to at- 
tempt to reach a price equal to the cost of coal every available means 
must be taken to reduce the waste heat to the minimum. I do rot hesi- 
tate to say that I believe any scheme which fails to dispose of all the 
products of combustion is doomed to absolute failure. 

Believing this, I set about devising a way to heat the office building at 
the works in our city the past winter, and carried out a plan, which was 
perfect in its plan for heating, which disposed of all the products of com- 
bustion by throwing them into the chimney and which reduced the waste 
of heat to the minimum, as they never entered the chimney above 75°. 
It was a hot water circulating system, direct radiation, and I believe for 
either gas or for coal is the cheapest system of heating to operate. A 
boiler or heater composed of copper tubes was built for the purpose and 
so arranged that the gas flame played upon the upper portion of the 
coil, the products of combustion being drawn down through the heater 
around the tubes by the draft of the chimney, thus coming in contact 
with the coldest water before entering the chimney. As the temperature 
of the water entering the heater at the bottom was never above the tem- 
perature of the room, the products of combustion could not enter the 
chimney at a higher temperature. The room heated was 43 x 24 feet 
and 12 feet high, equaling 12,384 cubic feet of space. To get a compar- 
ison with coal I commenced burning anthracite coal at my house on the 
1st of November last, the same day as these gas heaters were put into 
operation. As both buildings are solid brick and about equally exposed, 
and the rooms in each case 12 feet high, I consider the comparison very 
fair. The space heated with coal equaled 53 feet by 33 feet and 12 feet 
high, and equaled 20,988 cubic feet of space. From Novem er Ist to 
March 15th we burned at the one place 57,500 feet of gas, at the other 
93258 tons of anthracite coal. 

Again: At one place, 4,643 cubic feet gas to heat 1,000 cubic feet 
space ; at the other, 917 pounds coal to heat 1,000 cubic feet space. 
It thus appears that 10,000 cubic feet of gas equaled, in thir case, 
1 ton of anthracite coal. As it took 4,643 cubic feet of gas to heat 1,000 
cubic feet of space for 44 months, and these the toldest months of the 
season, it certainly would not increase the proportion for the remaining 
14 months. Allowing the same proportion, it would cost $4 per 1,000 
cubic feet of space for a season of 6 months, from November 1st t » May 
1st, for gas at 65 cents per 1,000 feet, and same price for coal at $6.30 per 
ton. As the gas we were making the past winter was three-fourths coal 
gas and one-fourth water gas, and had a comparative heating value of 
2/5 times uncarbureted water gas, its value would be placed at %5 cents, 
agaiust uncarbureted water gas at 30. 

As Mr. Evans is selling an uncarbureted water gas at 30 cents, and as 
he stated in his paper at the Ohio meeting, recently, that at that price 
for his gas, it cost about $4 per 1,000 cubic feet of space heated, it ap- 
pears to me that these figures are somewhere near reliable. I should 
have stated that the coal was used in a new and what appears to be a 
good hot air furnace. ; 

I do not know that any of us care to, or can afford to sell our illumin- 
ating gas at 65 cents per-1,000 feet ; but if we cannot, then we certainly 
cannot afford to sell uncarbureted water gas at 30 cents. If we can get 
40 cents for an uncarbureted water gas—which we ought—and can, at 
that figure, make a profit, we can make a larger profit in sellin y ilumi- 
nating gas at 80 to 90 cents for the same purpose. 

It is no argument that a fuel gas plant making uncarbureted \. ater gas 
would require less capital in the works; for this would be more than off- 
set by the additional cost of mains to carry twice the amount of gas. 

It is an inevitable fact that so far as we have progressed at present, a 
successful ‘‘ fuel gas” must be some kind of an illuminating gas. 

The President here intimated that the Association was pressed for 
time, and suggested that as the paper by Mr. Somerville was somewhat 
in the nature of the one read by Mr. Cowdery, that the Somerville pa- 
per be read so that a joint discussion might be held. This was agreed to, 
and Mr. James Somerville, of Indianapolis. Ind., read his paper on 


THE EFFECT OF NATURAL GAS COMPETITION. 


This paper, on the ‘‘ Effect of Natural Gas Competition,” can only in- 
terest those of our number who are enjoying the blessing of this most 


wonderful of Nature’s products. The Committee were kind enough to 
suggest the subject to me, and as I happen to be one of those unfortun- 
ate people who have a peculiar difficulty in saying ‘‘ No,” at the right 
time, I had just to comply with their suggestion. 

It is a little over two years since natural gas was introduced into our 
city, giving it ample time to show its effects as a competitor with the 
manufactured article. The natural gas is found in great abundance at 
a point 20 miles distant, and is brought to the city by three lines of pipe. 
One line is part 16-inch and part 12-inch ; the second line is all 12-inch ; 
the third line is part 8-inch and part 10 inch. The pressure at the wells 
is 300 pounds to the square inch, and it is estimated that these three lines 
of pipe will deliver into the city forty million cubic feet per day. The 
illuminating power of the gas is 9.5 candles. Its specific gravity is .570. 
It is practically free from impurities. When first introduced it showed 
decided traces of sulphureted hydrogen, turning the test-paper black the 
moment it was applied. But about one year after its introduction, from 
some cause which I am unable to explain, it ceased to show the slightest 
trace of this impurity. There were four companies organized to supply 
the city, but only three of them went to work. So great was the desire 
of the people for the new and cheap fuel that they readily granted the 
freedom of the city to the companies, and the contractors took full ad- 
vantage of that freedom. The way the streets were torn up, ditches left 
open for weeks, entire squares of the city cut off from traffic, was some- 
what surprising to the regular gas man, who had been accustomed to 
conduct his main-laying with the fear of the municipal authorities be- 
fore his eyes. It was the great desire of the companies to get into the 
creamy part of the city first. The better and least expensive plan would 
have been to have given each of the companies a district to itself, as the 
price of gas was fixed by ordinance. But as this was not done, we have 
often three main-pipes in one street, whien one would have been sufficient. 

I found it next to impossible to properly watch and protect our mains 
and services during these operations. A number of gangs would be 
working at once in different parts of the city, and if a service-pipe came 
in the way of their main, the handy crow-bar was brought into requisi- 
tion with telling effect. The service-pipe would either be broken or 
pulled clean out of the main and covered up, to be revealed in the near 
future in the usual way. I must give the companies credit, however, 
for doing the best they could under the circumstances to protect our 
property, and when we presented the bill for repairing the damages they 
paid it without a murmur. 

Before the natural gas was turned on the mains were all carefully 
tested. The high pressure mains, which encircle the city, had to stand 
an air pressure of 80 pounds to the square inch. The low pressure, 15 
pounds to the square inch. The city engineer, to whom was intrusted 
the testing operations, performed his duty faithfully and well. The con- 
sequence is, we have had no accident whatever from leaking main-pipes. 
The gas is burned at a pressure of 7 oz., equal to a water column of 13 
inches in height. 

The great number of houses waiting to be fitted up for the use of the 
new fuel brought a host of gas-fitters from all parts of the Union, chiefly 
from the natural gas regions. Every person in the city who had ever 
handled a pair of pipe-tongs turned gas-fitter. It was not an unusual 
occurrence to see the shoemaker take down his sign which read ‘‘ Boots 
and Shoes Neatly Repaired,” and put up one with this legend on it, 
‘* Natural Gas Fitting Done on Short Notice.” Of course it was impos- 
sible to control such a crowd or specify the size of pipe to be used, for 
they went into the lighting business also. But natural gas companies 
took in the situation, and promptly issued an order that no gas should 
be turned on unless the occupant of the house had a certificate, signed by 
their inspector, to the effect that the fittings had stood a pressure of 10 
pounds to the squareinch. The order was faithfully carried out, and I 
have known instances where the fitter would spend two days in fitting up 
the house and be occupied four and five days in stopping the leaks. The 
troublesome mercury would insist upon obeying the laws of gravitation. 

When the work of fitting up 19,000 houses was completed the business 
began to slacken, and the question of earning an honest penny by our 
army of gas-fitters was an importantone. They went from house to house 
amongst our customers, representing that the natural gas was just as good 
for illuminating purposes as the artifical. This plan met with consider- 
able success. The method they employed was to shut off our gas, dis- 
connect the meter, connect the riser to the natural gas pipe, remove the 
burners and put in their place the Jumbo burners. We lost for a time 
by these means some 500 consumers. Nearly all the stables, workshops, 
cellars, small stores and other places, where a good light was not an 
absolute necessity, adopted the Jumbo burner, which is a common flat 
flame, consuming from 10 to 50 cubic feet per hour. Apparently the 





natural gas companies made no conditions, for the consumer uses these 
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burners night and day for the sum of 15 cents each month. For a heat- 
ing or cooking stove, which consumes about the same amount of gas, the 
companies receive $1.50 per month. During the hot weather the heat 
from these large burners is very oppressive, but a number of people are 
willing to put up with a little discomfort of that kind for the sake of 
cheapness. As we anticipated, we lost our entire day consumption for 
cooking and heating purposes. There was no competition. It wasa 
clean walk over the course with natural gas. It burns just as well in a 
common gas stove as our gas does. The stove requires no alteration 
whatever. Where the gas stuve is not connected with the natural gas it 
is carefully put aside for future consideration. As some of you know, 
we had by some energy and perseverance built up a remarkable stove 
consumption ; fully 10 per cent. of our output was used for cooking and 
heating purposes. Therefore we gracefully yielded to the inevitable. In 
other words we could not help ourselves. 

Numerous devices for carbureting the natural gas, and thereby in- 
creasing its illuminatirg power, were experimented upon and brought 
out by a number of hopeful inventors. But, from some cause or other, 
these inventions have not proved successful. The gas thus carbureted 
was consumed in an Argand burner, and the fluctuations of the flame 
were very marked, arising either from the alteration of the specific grav- 
ity or from uncontrollable pressure. There was also some danger and 
trouble in handling the carbonizing material. These causes, with the lia- 
bility of the chimneys to break from the intense heat, proved fatal to the 
success of this plan, for, I observe, in these days the people desire te 
have their artificial light with as little trouble as day light. 

Natural gas has proved a veritable godsend to the Welsbach lamp. 
As you are all aware, this burner is of the incandescent order, and only 
requires heat for its successful operation. On the introduction of nat- 
ural gas a company was immediately formed for the sale of this lamp. 
They charged $2.50 for putting it in position. The gas cost 25 cents per 
month for each burner. It is claimed that the company sold 3,000 at 
these figures. This method of introducing the lamp did not apparently 


prove a financial success, for the company gave us several opportunities | , 


to purchase the sole right to use it. Our chief reason for declining to 
purchase was, if it was a good and cheap burner, we did not desire to 
place any obstacle in the way of the people having the full benefit of it. 
Recently one of the natural gas companies (the Consumers Gas Trust) 
bought the Welsbach people out, and the lamps are now being put in free 
of charge. They rent them for the average sum of $2 each per annum. 
The gas is included. The conditions are that the contract is to be of one 
year’s duration and the lamp to be returned in good condition, the con- 
sumer paying for all renewals and broken chimneys. The lamp gives 
a beautiful, soft, white light, and is well adapted for desk purposes 
where the person can get near enough to it, for, like all other incan- 
descent lamps, it is very deficient in diffusive power. Much disappoint- 
ment has been experienced by placing one on the usual store pendants. 
It requires two, and in some instances three, to diffuse the same amount 
of light as a common 6-foot jet of 18-candle gas, and at the exceedingly 
low price at which they are offered the consumers can afford to put up a 
sufficient number of them. There must be from 7,000 to 8,000 of these 
lamps in use at present ; but it must not be understood that they have 
displaced a like number of our lights. At least one-third of that amount 
are being used by people who never burned yas before. No meter is 
used for these lights, and no limit is placed to the number of hours 
burning. Like all human inventions, the lamp has its drawbacks. 
The mantles require to be renewed once a month. The chimneys have 
to be kept clean, which, if neglected, reduces very materially their 
illuminating power. There are some other burners in this fruitful 
field, but I have only mentioned those that may fairly be called com- 
petitors. 

In conclusion, it may be asked, What have we done to meet this ex- 
traordinary competition? We have done nothing more than we have 
always done these many years—sending out a pure 18-candle gas at as 
low a price as we could, cheerfully taking out a meter at the request of 
the consumer, and us cheerfully putting it back again ; promptly at- 
tending to the wants of our customers, and treating them the best we 
knew how. 

The law of compensation to some extent comes in here, as in other 
cases. Natural gas is an ideal fuel. We use it entirely under our 
benches and boilers, with a consequent reduction of labor. We sell our 
coke at a fair price in those benighted localities that are less favored by 
nature than we are, and with a reasonable price for our other residuals 
we manage to put our gas into the holder at a satisfactory figure. The 
great advantages of natural gas have brought increased business to the 
city, of which we receive a share of the benefit; and I think it a re- 
markable circumstance, and speaks well for the vitality of our industry, 





that amidst this keen competition—cheap oil, a well-equipped arc and 
incandescent electric light plant, and a natural gas company giving its 
gas free for lighting purposes—we not only hold our own, but we actu- 
ally sent out 700,000 feet more gas last month than we sent out the cor- 
responding mouth of last year. We feel it is an advantaye also that 
our people are being thoroughly educated in the use of gas for lighting, 
cooking, and heating purposes ; and when natural gas fails, as I belreve 
it will do in a few years at most, there will be an unresisting demand 
for the manufactured article to take its place. 


Discussion. 


The President—We are much indebted to the authors for these contri- 
butions. The papers are before you for discussion. 

Mr. H. T. Gerould—When was natural gas introduced in Indianapo- 
lis ? 

Mr. Somerville—Two years ago. 

The President—I think Mr. Cowdery’s paper answers some questions, 
asked yesterday by Mr. Lansden, when Mr. Chollar’s paper was under 
discussion. 

Mr. Lansden—What Mr. Cowdery says with regard to mixed gases 
coincides exactly with my experience. I do not find any test that he 
has made which I have not myself verified. 

Mr. Ramsdell—I would like to ask Mr. Cowdery what his system of 
radiation is—whether through ordinary radiators or through the pipe 
system. 

' Mr. Cowdery—Through four lines of 14-inch pipe running around the 
room close to the base-boards. 

' Mr. Ramsdell—I tried some experiments with the same system ex- 
actly, and with just about the same result. I think my figures were 7 
cents per thousand for heating. 

| Mr. Somerville—I would like to ask Mr. Cowdery if he took any un- 
usual precautions to save the heat from going away; or was it, for 
practical purposes, just the same as anyone would use it for heating 
water ? 

Mr. Cowdery—J ust the same as a person would use in it the house in 
an ordinary gas stove for heating water, only I took as good a type of 
gas burner as I could find. I took no unusual precautions to save the 
heat. 


On motion of Mr. Forstall the thanks of the Association were voted 
to Messrs. Cowdery and Somerville for their papers. 


A Batou oF INVITATIONS. 


At this point the Secretary read letters, from the Municipal Electric 
Light and Power Company, and from the Ringen Stove Company, in- 
viting the Association to inspect their respective plants. After a vote of 
thanks for the invitations had been adopted, Mr. John Dell announced 
that those interested in the Coze system of inclined retorts could witness 
a good working specimen of the same in operation at the Howard street 
works of the Laclede Company, and added that he would be very pleased 
to explain the system to those who visited the works. 


Mr. Eugene Printz, of Zanesville, Ohio, next read his paper, entitled — 


WROUGHT IRON, CAST IRON OR STEEL—WHICH IS THE 
BEST MATERIAL FOR STREET MAINS? 


In answering this question, are there not many others to be taken into 
consideration ? The particular purpose for which the main is to be used ; 
the kind of soil in which the pipe is to be laid—that is, does the ground 
contain any chemical combination that might be more detrimental to 
one kind of pipe than to another ; has the pipe in its manufacture been 
so made as to be able to resist the action of the destructive agents that 
may be on the ground? Then, again, the cost of the pipe and the figure 
at which it can be placed in position, and the cost of maintenance 
thereafter, are serious matters for consideration. Which, if either kind 
of pipe, will give the least percentage of gas unaccounted for? 

Wrought iron mains have some advantages not possessed by cast iron ; 
owing to its greater strength, it will resist heavier internal pressures ; 
less liable to fracture by sudden jars or by the disturbance of its founda- 
tion; can be joined together with less expense and greater speed ; has 
fewer joints and can be laid in some situations where it would be almost 
impossible to lay cast iron; but it has two disadvantages considered 
serious ones—the first cost of the pipe and the limited life, as claimed by 
the friends of cast pipe, when compared with cast iron in many kinds of 
earth. 

In making comparisons as to the cost between wrought iron screw- 
jointed pipe and cast iron pipe, I have figured as to the price by car 
loads delivered in Ohio. One mile of 6-inch wrought iron pipe would 
be $3,485. One mile of 6-inch cast iron pipe would cost $1,930, a differ- 
ence in favor of the cast iron pipe of $1,555 per mile. One mile of 8- 
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inch wrought iron pipe would cost $5,710. One mile of 8-inch cast iron 
pipe would cost $2,700, a difference in favor of the cast iron pipe of 
$3,010 per mile. The labor for digging and refilling trench would be at 
least 25 per cent. in favor of the wrought iron pipe, as a trench much 
less in width will answer the purpose, and no bowl or bell holes are re- 
quired. The labor, lead and yarn necessary to lay and join 8-inch and 
6-inch cast iron pipe would be about $400 for the one and $300 for the 
other per mile, while the labor and paint cement to join a mile of 8-inch 
and 6-inch wrought iron screw pipe would be about $150 and $120, re- 
spectively—making a difference of $250 for the 8-inch, and $108 for the 
6-inch, per mile, in favor of the wrought iron pipe. 

The labor figures and cost of pipe on the wrought iron pipes are based 
on the supposition that screw-joints and standard weight pipe are used. 
If the patent leaded joint with the light weight wrought iron pipe is 
used the difference in the labor and lead account will be very much in- 
creased in favor of the wrought iron pipe over that of the cast iron— 
there being a saving in lead alone of 2,800 pounds for the 8-inch, and 
2,100 pounds for the 6-inch pipe per mile; and as the pipe is so much 
less in weight, and a less number of joints to be made, it can be handled 
and laid with less labor and with greater rapidity. 

It is claimed by those who advise the use of wrought iron pipe, and 
they have strong evidence to substantiate their claims, that there is less 
leakage, in fact ayery large percentage less, than when cast iron is used : 
this we must admit would naturally be the case, owing to the more po- 
rous character of cast iron ; but why there should be less leakage at 
the joints, only in proportion as there are fewer of them, we fail to un- 
derstand ; a joint that is gas-tight ought to be as good with one kind of 
pipe as with another. But it is urged that it is impossible to make a lead 
joint with cast iron pipe that will remain tight ; that with the continual 
expansion and contraction of the pipe, although the movement may be 
very slight, will, with the rough surface of the spigot end, soon start the 
joint to leaking ; and that with a leai joint on wrought iron pipe this is 
not the case, for the reason that while the movement may be greater, 
the surface of the pipe is smooth—sliding easily back and forth, without 
tearing or disturbing the joint. 

Mains have been made of cast iron ever since the general introduction 
of gas for illumination (nearly three-quarters of a century), and when 
examined or removed are found, with the exception of a slight cuating 
on the outside, to be, as far as the texture of the iron is concerned, in as 
perfect condition as if just placed in the ground, There are, of course, 
exceptional cases, but not many, where the ground has become impreg- 
nated with some foreign matter, which will and does act on and destroy 
the cast iron in a comparatively short time. 

My own experience with cast iron for mains is limited to that of pipe, 
at present, used at my home. Some of it was placed in position 41 
years ago. We are at present, and have been every season for the last 
10 years, replacing the old lines with larger ones, and using the old 
ones again on streets where their size will be sufficient. To be sure, we 
find many pipes that are imperfect in their construction, but the iron 
itself is as sound and perfect as when first cast. 

We have but very little wrought iron pipe in use for street mains— 
one short section of 3-inch, about 400 feet long, which has been down 10 
years. It formerly did duty to convey gas on a bridge ; it was at that 
time protected from the weather, and kept well painted ; last week we 
had occasion to tap it for a service connection, and we found, to our 
surprise, after the 10 years’ duty, it was in perfect condition. 

As a means of comparison in the life of wrought and cast iron (when 
neither is covered with a protective coating, and is equally exposed to 
a very severe test), 1 will cite an actual experience which happened on 
one of the short streets in our city: On this street was a 2-inch cast iron 
main, with a number of service connections all three-quarter inch ex- 
cept one (an inch-and-half) which conveyed gas to a machine shop; 
going south from a certain cross street there was no difficulty whatever ; 
but north from this point we were compelled to renew the service pipes 
every two or three years. Now, for the cause of this trouble: Fora 
number of years this portion of the street had carried as surface drain- 


_ age, the sulphur, or commonly called ‘‘copperas” water from several 


coal mines. The street was paved with limestone, the spaces between 
the stone filled with sand, but not cemented with tar or pitch. The 
drainage from the coal mines percolated through the sand and saturated 
the ground, which was composed of a mixture of clay and gravel, in 
which the 2-inch cast iron main was laid. In 18 years the texture or 
composition of the pipe was so changed or destroyed that the pipe, on 
being removed, was so soft that it could be shaved with a common pen- 
knife as easily as the plumbago in our lead pencils; there was not 
strength enough in a 7-foot length to carry its own weight when placed 
ppon supports at the ends, You will notice the life of cast iron pipe as 





compared with wrought in this instance, after making due allowance 
for the difference in the thickness of the metal, is as 34 is to 1. 

On another street we have two short lines of 2-inch main,—one a cast 
iron and the other a wrought. The cast iron has been in 20 years and 
is in fair condition ; the wrought iron has been in only 15 years and will 
of necessity have to be replaced in a very short time. 

In this connection I will quote a few lines received from Mr. Cantine, 
of the Alliance Gas Light Company, Alliance, Ohio. He writes as fol- 
lows : 

‘We had a 4-inch cast iron pipe leading from our main line through 
the Pennsylvania Railroad Company’s yard to supply their ticket office 
and eating house ; and, that after having been laid some 6 or 8 years, we 
found it leaking badly. This pipe was extra heavy and of sufficient 
weight to be known as water pipe. The ground in which it was laid was 
mixed with cinders from locomotive ash pits. The action of theimpuri- 
ties in the cinders had rendered the pipe utterly worthless, it having no 
more strength than unburned clay. The process of decomposition is or 
would be much more rapid in wrought iron or steel than with cast 
metal. The contact of one cinder no larger than a walnut will eventu- 
ally eat its way through any pipe.” 

I have called attention to these instances, in a measure, in the first 
two, to compare the life of the two kinds of pipe under the same circum- 
stances, and in the first and third to show that even cast iron may be 
readily destroyed when subjected to certain conditions. 

Will not the question be asked, Why is it, that one kind of pipe will 
last so much longer in the same kind of earth than will the other kind 
of pipe? A gentleman to whom I put this question, suggested : Is it 
not that cast iron and wrought iron are different in their construction, 
different in their chemical formation ? In cast iron, the particles of iron 
of which it is composed retain their crystalline or natural shape, and 
contains a proportion of carbon ; these crystals are in nature hard, 
bright, and in a measure polished, and are more or less coated with gra- 
phite, depending greatly on the quality of the iron ; all tending to pre- 
serve the metal from oxidation. In the manufacture of wrought iron a 
portion of the carbon is eliminated, rendering the metal softer ; the crys- 
tal or natural form is broken up; the crystals are elongated or drawn 
out, presenting a stringy or fibrous appearance through the length of 
the metal. The graphite coating or protection of the crystals is removed, 
rendering the pipe more open to the action of the destructive agents. 

Again : The question is asked, Why will the same kind of pipe last 
longer in one formation of earth than in another? Have you not 
noticed when your pipe, particularly cast iron, was buried in sand for a 
number of years, that a thin, hard coating impenetrable to almost any- 
thing, had formed on the outside of the pipe? This coating forms to a 
certain thickness ; there the decomposition stops. Nature in this case 
has provided a nearly perfect and perpetual protector. Is not this com- 
bination of sand and iron, which is almost like glass in its hard appear- 
ance, silicate of iron? And have you not further noticed, that where 
this formation does exist, there is no escape of gas unless it be at the 
joints—the coating forming a gas-tight covering. 

On the other hand when your pipes of either kind have been buried in 
white clay, the tendency has been to deteriorate, in many cases, quite 
rapidly. Can we not account for this in this wise? In nearly all cases 
white clay veins or banks are overlaid with coal in some form ; sulphur, 
in solution from the coal, saturates the clay, comes in contact with and 
surrounds the pipe ; the sulphur having a strong affinity for iron, com- 
bines with it ; sulphuret or sulphide of iron is formed and the pipe is de- 
stroyed, more or less rapidly, in proportion to the amount of sulphur. 
This same action takes place where the pipe is exposed to coal cinders, 
similar to the case referred to in the quotation from Mr. Cantine’s letter, 
—there the free sulphur in the cinder combining with the iron. 

Again : If your pipe is laid in ground so situated as toabsorb, or in any 
way to contain matter likely to ferment, near by, or in contact with the 
pipe, there is great danger ; for, during the process of fermentation, car- 
bonic acid is evolved. This acid is particularly destructive, and very 
persistent in its combination with iron ; once it takes hold it never re- 
leases its grip until it has accomplished its purpose. An example of the 
action of carbonic acid on wrought iron is very clearly shown by the 
rust or pitted spots on the sheets of our gas holder. We notice first a 
little yellow dust ; the carbonic acid of the atmosphere has combined 
with the iron forming carbonate of iron. This dust, in a very short time is 
oxidized, gradually becoming more red in color. In the meantime, the 
carbonic acid has moved on, and is working on the way to new iron, 
which it will continue to do as long as there is any iron to be found. 
We have often wondered why it was that after cleaning and painting 
the sheets of our gasholders, that in a few months we would find indica 
tions of rust, and that, too, right undcr the protective (as we supposed 
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covering of paint ; but the carbonic acid was surely there and you can- 
not remove it, unless you scrape right down into the clear iron; every 
particle of rust must be removed before you can hope to be relieved of 
this troublesome destroyer of iron. 

While not exactly germain to the question we have before us, yet 
bearing in that direction, I have thought it might be of interest to some 
of our members to examine a section of 6-inch wrought iron pipe which 
I submit for your inspection. This piece of pipe was in use just 2 years 
and 7 months as a stand-pipe to convey the gas from the retort to the hy- 
draulic main. You will observe that it is completely used up. In the 
same gas works there are cast iron stand-pipes that have been in service 
for over 30 years, and from all appearances are good for another 30 
years. I think you will agree with me in the statement that there is one 
purpose for which it is surely best to use cast iron pipes. 

When the question is asked, ‘‘ Which is the best material for street 
maius—cast iron or wrought iron?” we would likely answer at once, 
castiron. Why? Because we have been accustomed to purchase the 
same for a great deal less money ; it is cheaper, and it will last longer ; 
and then we say again we have to renew our wrought iron services, and 
we do not the cast iron mains. Have we not overlooked the fact that 
the wrought iro#f services are less than one-half the thickness of the cast 
iron mains ; that where we have had occasion tu make renewals, the 
wrought iron had been more exposed than the cast iron. The services 
mostly gave out at gutter crossings, where the pipe was not of sufficient 
depth, and was exposed to air, and dampness, and frost. Is it not true 
that many of us have wrought iron services in use to day, and in good 
condition, that were connected to our cast iron street mains, when gas 
was first introduced to our towns, 40, and in some cases, 60 years ago. 
We know what to expect as to the lasting qualities of cast iron pipe. We 
know that with cast iron mains the leakage of gas will average as much 
as 10 per cent. This we gather from the reports received from a majority 
of the gas companies. 

Now, we will see just what is claimed and we may say proven as to 
the lasting properties of wrought mains ; also, as to the leakage where 
they have been used. 

From Mr. J. B. Overton, Virginia City, Nev., we quote as follows : 


**T have to say, that the 10-inch lap-welded pipe furnished by you ap- 
pears to be as good to-day as it was when first put down in 1875. The 
light 18-inch pipe which I bought of your company in 1876, has been in 
constant use, and has given no trouble, nor has it cost a cent since lay- 
ing.” 

Under date of November 14th, 1882, we have the following : 


‘“*Gents—In reply to yours of the 9th inst., inquiring about the lasting 
quality of wrought iron pipe for gas mains, I would say: We put in 
some wrought iron main in 1858 ; before laying it, we coated it with tar 
and let it dry in the sun ; used tar on the threads and couplings freely, 
mixed with sand. In 1874 we had some of the same mains taken out, 
being too small to supply the consumption. In all cases the pipe was 
sound and clean ; all we had to do was to re tar it and then re-lay it in 
other streets. We now have in use over 8 miles of wrought iron pipe 
from 1} to 4 inches in diameter, and all of it giving the best of satisfac- 
tion. Our leakage account will compare more than favorably with any 
other works, and we claim that wrought iron pipe is the cause of it.” 
(Signed, Taomas ButTrerwortH, Rockford, Ill.) 


The following is a telegram from Mr. O. P. Shaffer, Treasurer Stand- 
ard Gas Light Company, New York City : 

“We find wrought iron gas mains practically stop all leakage ; only 
leaks we have are on cast iron crosses and sleeves ; leakage in cast iron 
lines in this city averages 14 per cent.; ours does not exceed 1 per cent.” 

Mr. W.W. McCleary, Superintendent Gas Company, Braddock, Pa., 
writes the following : 

“‘ Our whole gas system is composed of the Converse light-lock joint 
wrought iron pipe. Is giving perfect satisfaction ; less than 1 per cent. 
leakage.” 

The following extract accompanies the sample pipe from the McKees- 
port Gas Company : 

“I send you a section of 4-inch O. D. line of our special wrought 
iron gas pipe, which was laid by me in 1875. We took it up in Septem- 
ber, 1887, and found it in as perfectly serviceable a condition as when it 
was put in the ground. I must say it was a surprise to me to find it so 
perfect. Cast iron could not have made such a record undersimilar cir- 
cumstances. I have taken up cast iron pipe from the same soils here, 
which had not been buried for nearly so long a time, and the result has 
been just the reverse of this. Our soil is a very severe one, and the 
showing in this case proves durability of your coated wrought iron 
pipe.” (Signed, W. C. NeEmzs, Supt.) 





I have here a report from Mr. C. E. Manly, Chemist : 

‘“*T he following is my brief report relative to a piece of wrought iron 
taken from a 9-mile line of 22-inch riveted pipe, working under a head 
of 530 feei, and having been in the ground 13 years at the mines north 
of San Francisco. Sample submitted by Mr. T. W. Brooks. 

“*Qn. oaking my inspection of this piece of iron I find it is in good 
cond tion an as perfect as any piece of iron just newly rolled. The 
iron is smooth and has a uniform gauge of No. 11. I notice there is not 
a particle of rust to be found adhering to the iron. This state of preser- 
vation is undoubtedly due to the protection of prime asphaltum coating. 
That inetallic iron vill rust in contact with water, which latter contains 
free oxygen, air, « r carbonic acid gas, nature demonstrates every day ; 
and no matter /.:ow perfect the iron may be, yet oxidation will show it- 
self sooner or later upon unprotected iron, especially with cast iron, due 
to the impurities therein. These impurities amount to 100 per cent. of 
the b uk of the cast iron, due to the graphite, silicon and sand ; and it is 
therefore possible fo: the entire iron to be dissolved out whenever gal- 
vanie action exists, in patches destructive to cast iron ; the result is a 
mere shell of graphite and silica, representing the original curve and 
thickness of the pipe. With wrought iron, this peculiarity of galvanic 
action is unknown, due to its purity and absence of crystallization ; but 
to insure perfect safety, means are taken to prevent any disaster of this 
kind, defecting even to a small degree the surfaces of wrought iron, by 
the use of asphaltum or any hard surface impervious to moisture. We 
have 14 ycars’ experience to substantiate the above statement, and as the 
iron does :10t show a sign of blemish after the 14 years’ service, I con- 
sider it will be found in as good condition 100 years hence as it is to- 
day.” (Signed by C. E. Manby, Chemist.) 

Is it not a serious question, ‘‘ Which is the best—wrought iron or cast 
iron for street mains?’ The wrought iron costing, in the first place, 
from 50 to 100 per cent. more than does the cast pipe. (This difference 
is greatly reduced in proportion as you get further away from the points 
of manufacture. The freight rates—a very important item—being very 
much in favor of wrought iron, as the same car will carry many more 
feet of the light wrought iron than it will of the heavy cast pipe.) The 
wrought pipe does not cost near so much to lay, and the saving in leak- 
age will in a very short time balance the extra expense for the wrought 
iron pipe. The most important question appears to be, Will the wrought 
pipe last? On the other hand, why not have our cast iron pipe, which 
we think, under ordinary circumstances will last, properly coated with 
some material that will close the pores and protect the iron beyond a 
doubt ; also, have the spigot end of the pipe turned or ground smooth, 
so that a permanent and tight joint could be made. This certainly 
would not add a great deal to the price of the present cheaper pipe, and 
you would save quite a large percentage on the outlay. 

Steel Mains.—Engineers and experts are of the opinion that to weld, 
or properly join two pieces of steel, requires that blows as with a ham- 
mer should be given ; that they will not join by being rolled or crushed 
together, as will wrought iron, for the reason that the fiber is too short ; 
that the two surfaces merely stick together as with a flux, just as two 
boards are glued together one upon the other. 

In welding wrought iron pipe with the machinery constructed for the 
purpose, the long fibers of the iron are firmly interlaced and joined— 
the joint or weld being as firm as any other portion of the pipe. I have 
here a sample of welded steel pipe which I hope you will examine. 

Again, it is claimed that steel, beg short in the grain, gives a great 
deal of trouble by fracturing near the joints at the threads. For these 
two reasons it is not considered advisable to use steel mains. 

Converse Joint.—Our worthy Secretary intimated to me that a word 
in regard to the Converse jointed pipe would likely be of interest. . Not 
knowing anything of it personally, I visited the shops of the manufac- 
turers to learn how it was made, what it was made of, and to see a joint 
tested under pressure. The joint I saw tested was made in my presence 
—two short lengths, about 4 feet each, of 6-inch outside diameter pipes 
(the thickness of the metal was not quite + inch), were joined with the 
short sleeve used in this style of joint—no yarn or tarred rope was 
necessary—just simply slide the ends of the pipes in the sleeve, give 
them a slight turn to tighten the lock, then the usual clay roll, pour in 
the molten lead, caulk the joint in the usual manner (which appeared 
to be very easily done, as there was not the old-time yarn cushion) ; the 
lead was driven solid against the iron, and did not consume so much 
time as the ordinary joints for cast iron pipes. After the completion of 
the joint the open ends of the pipes were closed with bolted blank 
flanges, the pipe laid loosely on trestles, a force pump with pressure 
gauge was connected to an opening in one of the pipes, and water forced 
in ; a pressure of 500 pounds to the square inch was raised, and allowed 
to remain for some time, without a sign of leak at the joint. This was 
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a thrusting strain of 14,000 pounds to force the pipes asunder. The 
presssure was then raised to 800 pounds per square inch; one of the 
pipes at this began io slide out from the sleeve; and the joint to leak 
slightly. I asked that the pressure be reduced and the lead re-caulked, 
which was done and the pressure again raised to 300 pounds before a 
leak was started. Again the pressure was raised to 850 pounds per inch, 
or a thrusting strain of 22,800 pounds, to part the joint. 

During my investigation I learned the pipe was manufactured of the 
best grade of wrought iron, similar to that used in the manufacture of 
boiler tubes or flues. After the pipes have been tested for imperfections 
they are thoroughly coated inside and out by being boiled in a mixture 
called ‘“‘kalamein.” Kalameining consists in ‘‘incorporating upon and 
into the body of the iron a non-corrosive metal alloy, largely composed 
of tin.” The surface thus formed is not fractured by blows, or by 
bending the pipe either hot or cold. The sleeve or coupling is made of 
the toughest and best grade of cast iron, and is boiled in paraffine to 
close up the minute pores of the iron. The outside of it, as well as the 
pipe, is then, if desired, coated again with asphaltum. By request, the 
manufacturers have submitted here for your inspection samples of the 
pipe and joint. 

The Converse jointed pipe is used very extensively by a number of 
water companies and natural gas companies. Engineers of these com- 
panies, by their testimonials, freely given, speak very highly of it as 
being so well adapted to resist the high pressures and the unusual 
strains brought upon it by the slips on the mountain sides. They refer 
to it as giving less trouble from leaky joints than any other pipe they 
had ever used (not excepting the screw and jointed pipe). 

An idea as to how much engineers appreciate the use of wrought iron 
for mains for water, manufactured and natural gas, oil, compressed air, 
and other purposes, may be imagined when it is understood that of the 
Converse jointed pipe alone there was sold in the eight years preceding 
January, 1890, pipe ranging in sizes from 22 to 24 inch, a total amount 
of nearly 7,000,000 feet, or nearly 1,300 miles, 

The Laclede Gas Light Company, St. Louis, Mo., have, up to this 
time, placed orders to the amount of 18,000 feet of 12-inch, 12,000 feet of 
6-inch, and over 6,000 feet of 4-inch Converse light lock-jointed wrought 
iron pipe. 

The Philadelphia Natural Gas Company say : 

‘* We have used perhaps 75 miles of the Converse joint pipe, and have 
found it first-class pipe in every respect. The joint is a good one, very 
easily put together, and after the line is connected the pipe is tight under 
a pressure of 250 pounds to the square inch. We do not carry this pres- 
sure, however, on our line in actual use, but test it up this high. We 
have just taken up considerable of this pipe from a field abandoned, and 
relaid it in a new field, and find it is just as good as the day we put it 
down, and as easily put together. In short, we take pleasure in saying 
the Converse pipe is all that is claimed for it by the makers.” (Signed 
by T. A. Gillespie, General Superintendent.) 

Friction.—From Prof. John C. Trautwine we have this opinion : 

‘* As the Converse joint produces an absolutely smooth interior, re- 
ducing friction to a minimum, the increased flow and delivery of gas 
will be readily appreciated. The cast iron pipes themselves are not cast 
perfectly straight, or smooth, or of uniform diameter, and irregular 
swellings produce eddies and retard the flow. Under the most favor- 
able circumstances, therefore, it is expedient to make the diameter of 
cast iron pipe, even for temporary purposes, sufficient to discharge at 
least 20 per cent. more than the quantity actually wanted ; and still 
larger allowance should be made in permanent pipes. Natural and 
manufactured gas mains are usually for permanent lines.” 

From Prof. Haswell we quote the following : 

“The difference in friction between a line of ordinary spigot and 
bowl-jointed cast iron pipe, and a line of seamless wrought iron pipe, 
with flush connections alike to the Converse joint, would be fully 25 to 
35 per cent.” 

I have written thus fully in reference to this joint, not because it was 
my wish to foster or bring to the front any particular patent, but as 


there appeared to be an especial interest manifested in it, and as far as 
lay in my power to oblige our worthy Secretary. 


Discussion. 

The President—This is a most interesting paper, and Mr. Printz will 
be glad to have you question him. 

Mr. Tracy—Once, ‘when I had occasion to lay about half a mile of 
mains I was undecided whether I should lay cast iron or wrought iron 
pipe, but after taking up some wrought iron pipe that had been laid in 
my streets, I made up my mind I would not lay anything but cast :ron 
pipe, The gasfitters and plumbers tell me that in less than four years 


wrought iron pipe is so completely eaten up that they cannot do any- 
thing with it. On the other hand, some cast iron pipe which had been 
down for 40 years, upon examination was found to be in as good condi- 
tion as could be desired ; but the wrought iron pipe was completely eat- 
en out. This pipe which [ took out was taken out on account of being 
shut up by a drip. 

Mr. Miller—I think that steel pipe is somewhat summarily disposed of 
in Mr. Printz’s paper. I have had occasion to put in about four miles of 
steel service pipe in the past year, using pipe from an inch to an inch 
and a half. I have also bent some of it hot, and cold, for different pur- 
poses, and have given up the use of iron pipe entirely for our services. 
I find that the steel pipe is softer and cuts nicer. Hence you get a better 
thread, and can do better work with it. I have had no trouble with that 
as I have had sometimes wiih wrought iron pipe. 

Mr. Forstall—Our experience with steel pipe is much the same as that 
of Mr. Miller. We have given up the use of wrought iron pipe almost 
entirely for services in sizes under two inches. All our pipes, up to two 
inches, are put in of steel. I find it cuts a better thread, makes a better 
joint, and does not corrode as fast. There has been no trouble from 
splitting. 

Mr. Thomas—One statement in Mr. Printz’s paper ought to be ex 
plained. He says: 


‘‘The following is a telefram from Mr. O. P. Shaffer, Treasurer, 
Standard Gas Light Company, New York city : 

‘* We find wrought iron gas mains practically stop all leakage. Only 
leaxs we have are on cast iron crosses and sleeves ; leakage in cast iron 
lines in this city averages 14 per cent.; ours does not exceed 1 per cent.” 

I have always contended that the: term ‘‘ leakage,” as usually em- 
ployed, is a misnomer. It ought to be called unaccounted-for gas. 
There has been a great hue and cry in New York city of late, especially 
in the sections in which the subways have been laid, about gas escapes 
and gas explosions. It is claimed that the subways are little else than 
gasholders, and the subway builders and controllers claim to be at a loss 
for the reason of the presence of the gasin their oddly-built construc- 
tion. Independent authority could easily explain its presence. The 
carelessness of the subways workmen, when “‘ picking around ” the gas 
mains, accounts for the leakage and escapes. Mr. Shaffer admits there 
has been a great deal of leakage from the crosses and sleeves of the 
Standard Company. The fact that there is such a leakage is evident to 
anybody who has ever been in New York city. Let me say again, in 
discussing this question of leakage in New York city, I have always 
claimed, as I claim now, that with pipe well laid the actual leakage 
therefrom cannot exceed three-quarters and possibly not more than one- 
half of 1 percent. I think the total average loss, between generating 
house and consumers’ burners, in New York city, does not amount to 14 
per cent., and the unaccounted -for gas can be practically traced so as to 
bring the main leakage down to less than 1 per cent. The Standard Com- 
pany have been about 2 or 3 years putting their wrought iron pipedown, 
and I have never seen any place uncovered, where they had put their 
pipe down, that I could not smell the escaping gas. All the companies 
suffer alike in that respect. The upper part of the city is underlaid with 
rock formation, and in putting sewers through the streets (gas mains 
have frequently been laid in this section before the sewers were put 
down, and house drain connections are being constantly made) the blast- 
ers pay no attention to gas services or mains. Of course, this causes a 
great deal of loss. With the best quality cast iron pipes, in works that 
I have managed, we kept our leakage down to about 6 per cent.; and 
about 1 per cent. of that was chargeable to over-consumption in the 
street lamps. We uncovered cast iron pipes that had been in good 
ground for 30 years, only to find them sound and serviceable. Again, 
as stated by Mr. Printz, in made ground, or in low spots which had been 
filled up with coal cinders, coal lime, etc., the pipe, which looked per- 
fectly good in the trench, could be cut through with a jack-knife. 
Our wrought iron services had to be renewed about every seven years. 
In my experience, in uncovering pipe that had been laid by my prede- 
cessors, I found they had used small pieces of wrought iron pipe, to 
make what we term a “spring,” in the top of the main, and I invaria- 
bly found that they would leak by reason of stretching of theiron. I 
adopted what I termed the ‘‘ brass spring,” made with a nipple to screw 
into the main and a socket for the service pipe. After they had been in 
use for 20 years, and changes had to be made, they have been removed 
and used in other places. I supposeif in New York the pipe was permitted 
to rest in the ground as it ought, the main leakage all over the city 
would not exceed one-half to three-quarters of 1 per cent. Gas was 
introduced into New York city about the year 1824. It has been 
claimed that the leakage has amounted to about 25 per cent., and that 





from 1824 up to the present time, that leakage has been stored in the 
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ground. In laying the subways they put in a bed of cement then place 
the pipe, next put in another bed of cement, then lay another layer of pipe 
—they lay three or four layers of pipe and of cement together. Then 
the pipes are led into manholes, which are built of cement and brick, 
and made perfectly tight, and there they seal them up as they would 
seal a preserve jar, yet you cannot go along the street at night without 
noticing the escape of gas from them. 

Mr. J. B. Howard—Some 5 years ago we had occasion to renew our 
mains for about three-quarters of a mile. The pipes were mostly 6-inch 
and partly 4-inch. We replaced them with 10 inch. The pipes had been 
in the ground for 34 years. In looking at the services as they were 
taken out I noticed that in the black loamy soil, although the pipe had 
been laid for 34 years, it was still just as shiny in appearance as when 
first laid, with no deterioration whatever. In sandy soil, mixed with 
clay, the deterioration was somewhat greater, and in soil that was of 
pure sand we found the deterioration in some places to be considerable 
In fact it was really a wonder how the services had remained tight ; but 
they had. The pipe was coated over with quite a considerable substance 
of sand, which had become hardened at certain portions of the pipe 
length. When we knocked that off we found holes in the pipe at the 
particular spot where the hard substance had collected. We have some 
pipe in other parts of the city that has been laid over 30 years, and which 
I have had occasion to tap once in a while—it is a 2-inch wrought iron 
pipe, and lays on hills where the pressure is great. I have found on 
tapping it, to put in j-inch connections, that it is just as sound to day as 
when it was laid. It is of course somewhat discolored, but there does 
not seem to be any deterioration. This, I think, is due entirely to the 
peculiar nature of the soil. As to the durability of wrought iron pipe, I 
think that depends altogether upon the locality where it is laid. 

Mr. Egner—I am not authorized to speak for Mr. McMillin (some of 
you may be pleased to hear that he has arrived safely on the other side 
of the Atlantic), but I will say when we undertook to readjust our 
mains, Mr. McMillin (who is the President of the Company, and an able 
gas engineer, as you ali know) called his heads of departments in con- 
sultation and he remarked that he would not lay any cast iron pipe over 
certain sizes. We were about to lay 3} miles of main from one of the 
works to the station, to be used just for pumping gas from the works to 
that station. We decided to try wrought iron pipe. We have laid most 
of that now. I know that after a little more than a mile had been laid 
we put the pressure on this pipe with a Westinghouse air pump, up to 
about 10 pounds per square inch, in the evening, and let it remain so 
until the next morning, and it did not seem to have leaked any. As to 
the relative cost and durability I can only speak from hearsay ; but I 
know that Mr. McMillin seems favorably impressed with it, and has de- 
termined that we shall not lay any more cast iron’pipe of less than certain 
sizes. I simply desire to tell you what we have done, and why we have 
done it, and what we know about it. I cannot speak about the durability, 
nor can I say anything about the cost just now ; but I can say that what 
we did lay was remarkably tight. 

Mr. Ramsdell—On that same topic I would say I was in St. Louis re- 
cently when this subject came up, and Mr. McMillin made the same re 
mark to me that he made to Mr. Egner. He also stated recently in 
Ironton, Ohio, he saw some wrought iron pipe taken out which had 
been laid 17 years before, and that the pipe was in an almost perfect con- 
dition. I got an impression from what he said about it that that had 
something to do with his decision. 

Mr. Lansden—I may say, for the benefit of those who may want to 
test this question, that sixteen years ago I acted as engineer in construc- 
tion of the works at Chippewa Falls, Wisconsin, and that we laid wrought 
iron pipes in sandy soil. I know nothing about how they have lasted, 
but those desiring information can ascertain by writing to the works. I 
laid wrought iron pipe entirely. 

Mr. Tracy—I would like to ask Mr. Printz if, after looking at that 
pipe, he would advise me to lay half a mile of 3-inch wrought iron 
pipe. 

Mr. Printz—I would not advise you to lay 3-inch wrought iron pipe 
unless it was protected from the impurities in the soil. You certainly 
havesoil there of a nature that would be destructive to wrought iron pipe. 

Mr. Tracy—My specimen example was not taken at one special place, 
but from different parts of the city. I find it on the hills as well as in 
the low places ; and my services I find are in the same condition. I am 
protecting my services with a coating of two-thirds tar and one-third 
naphtha, mixed together. I paint them over with that, but whether it 
will eventually preserve them or not I do not know. 

Mr. Odiorne—A great deal of leakage is attributable to the joints. I 
use lead joints, and find that they are perfectly tight. If there is too 
great a strain on the pipe it will break square off before the joint will 





give. I think if Mr. Tracy is obliged to use cast iron pipe, it would be 
a good idea to investigate the cement joints. 

Mr. Tracy—I have used cement joints for years. I use four parts of 
cement to one of lead—I use one of lead for expansion—and never have 
any trouble with the joints. 

Mr. Scofield—Some years ago I adopted the plan of laying my pipe 
curing hot weather, in the summer, and coating them with coal tar, and 
I find that it makes a thorough coating, and is a real protection. I have 
taken up pipe which has been down for 12 years, and I find the coating 
as perfect as when it was put down. 

Mr. Printz—I think our President has had some experience with the 
use of wrought iron pipes. I notice he has coated wrought iron pipe 
with coal tar, heating the pipe by passing steam through it, and then 
coating with tar. I saw his services put down in that way. 

Mr. Somerville—I think you will remember that in Cincinnati all the 
stand-pipes were of wrought iron; and anyone here who is connected 
with that works would oblige me by telling how the stand-pipes have 
stood. I have been laying wrought iron pipes for 20 years, and they 
are still just as good as new. I do not see why stand-pipes should be 
affected in that manner by crude gases, for the same crude gases have 
to go through the hydraulic mains as well as through the stand-pipes 
and through the scrubbers ; and yet you know that the scrubbers last as 
long as most of us wish them to. 

Mr. Forstall—I cannot give Mr. Somerville any information about 
Cincinnati, but I can say that in Chicago we have wrought iron stand- 
pipes that have been in use for 6 years ; and the last time they were taken 
down, when wereset the benches, they were apparently as good as new. 
We have used the same stand-pipes right stright ahead, and have not 
had to renew any of them. 

Mr. Lansden—I will say that the Company I am connected with tried 
wrought iron stand-pipes for several years. We had a good deal of 
trouble immediately at the mouthpiece. Five or ten per cent. of them 
would have holes formed within 18 or 20 inches of the mouthpiece. We 
are now putting in cast iron entirely whenever one of them gives out. 

On motion of Mr. Tracy the thanks of the Association were voted to 
Mr. Printz for his excellent paper. 


APPOINTING THE SPECIAL COMMITTEES. 


The President—I desire to announce the appointment of the following 
special committees : 

Committee of Arrangements, Louisville Meeting.—Messrs. A. H. 
Barret, Jas. Somerville and Geo. H. Wells. 

Committee on Place of Meeting, 1892.—Messrs. Geo. G. Ramsdell, J. 
B. Howard and Irvin Butterworth. 


VoTEs OF THANKS. 


The President having amnounced that the regular business order had 
been finished, Mr. Lansden moved that a hearty vote of thanks be 
passed to the President for the able manner in which he had directed the 
meeting. The motion was seconded by Mr. Tracy, put by the Secretary, 
and adopted unanimously amid great applause. 

In reply to the compliment, President Faben said : Gentlemen, I can 
simply say that I thank you. It was with great misgiving that I at- 
tempted the task. If my efforts have pleased you I feel more than re- 
warded by the happy manner in which you have recognized them. 

Mr. J. B. Howard—If we were to leave this room without thanking 
our worthy Secretary we would be very remiss. I, therefore, move a 
vote of thanks to our worthy Secretary for his indefatigable attention to 
his duties. 

The resolution was adopted by rising vote, and Secretary Littleton re- 
sponded in his usual clever fashion. 


REPORT OF COMMITTEE ON RESOLUTIONS. 


The Secretary read the following report from the Committee on Reso- 
lutions : 

Mr. President and Gentlemen of the Association: Referring to the 
programme (which, by the way, is in itself a work of art), your Commit- 
tee find the names of the Committee of Arrangements, also the names 
of the Reception Committee—we will not undertake here to enumerate 
the names of the committees, but will quote the concluding sentences of 
the programme, which are as follows: ‘‘The various entertainments are 
given with the compliments of the above named gentlemen and the con- 
cerns which they represent.” Those of us who have been in St. Louis 
on occasions similar to this before, know something of the hospitality 
and entertainment that can be developed here. The programme and the 
names of the committees would lead to the belief that the old spirit still 
lives, and that this gathering of the Western Gas Association will have 
occasion, as in former times, to carry to their homes many pleasant mem- 
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ories of the 13th annual at St. Louis. We, therefore, propose that the 

hearty thanks of this Association be tendered to the Committees of Ar- 

rangements and Reception and the concerns which they represent. 
EDWARD LINDSLEY, 
WaLTon CLARK. 


On motion of Mr. Jenkins the thanks of the Association were vot- 
ed to the Committees of Arrangements and Reeeption, as proposed in the 
report. 

The convention then adjourned. 








Modern Measurements. 
ibs uitaalle ics 

Our English contemporary Invention remarks that the progress of 
measurements in modern times was aptly illustrated in an address re- 
cently delivered before the Engineers’ Society of Western Pennsylvania, 
as reported by the secretary of that society. Progress is to-day, he said, 
written upon every page of ‘the world’s record, and particularly in the 
realms of science is it making its unmistakable mark, from thence ex- 
tending outward to the vast range of correlated studies that go to make 
up the sum of human knowledge and economies. In astronomy and as- 
tronomical engineering, in physics and chemistry, in civil and mining 
engineering, in meteorology and in metrology and in mechanics, to say 
nothing of many other branches of science, do we find progress as the 
watchword and the theme that excites and moves the human brain to 
grander and better achievements. The day has forever passed when we 
are willing to say or believe that ‘‘three barleycorns make one inch.” 
Nor is the advanced mechanic of to-day satisfied with his boxwood rule, 
graduated to thirty-seconds of an inch, save for the coarsest approximate 
measurements ; but he must have his staudard graduated to ,}, inch 
for his coarse measures, and his micrometer gauges reading to ;,')5 for 
ordinary work. Evenin our iron and steel works, the old-time wire 
gauge, that for a long time held its own, has been displaced by the micro- 
meter gauge of infinitely greater accuracy. 

Prof.Wm. A. Rogers has shown that many of our modern mechanics 
can caliper to y5}55 Of an inch. These, however, are coarse, rough 
measures when compared with others that may be mentioned. In the 
domain of astronomical measurements great progress has been made of 
late years ; by the use of refined instrumental means, as well as the 
many methods devised for the elimination of instrumental errors, divi- 
sions of the meridian circle have been brought to astonishing accuracy. 

The various enlightened and civilized nations have standards of weight 
aud measure that have slowly been evolved from the cubit, the span, the 
finger length and the barleycorn, if you please. 

Nations have their standards. On what are they based? The French 
meter is presumed to be y55c5050 Of the earth’s quadrant, the English 
yard evolved from the barleycorn, etc., but the measurements of preci- 
sion in our day demand an indestructible, absolute and unalterable basis 
for our standards, so that if they all be destroyed the original is still 
available. Prof. Michelson has chosen a wave length of sodium light 
as the basis for a new standard, a something that will remain forever of 
the same absolute linear value. Now a wave length of sodium light is, 
roughly speaking, about ;,}55 of an inch long. Now, as this is an ap- 
preciable figure, it is evident that any method proposed to measure its 
absolute value must be of the highest accuracy. The method devised 
by Prof. Michelson in the refractometer has certainly brought the work 
to marvellous perfection. He has shown that the error was not greater 
than 1 part in 2,000,000, and possibly would be made not greater than 1 
in 10,000,000. Gentlemen, can you appreciate such a quantity? Yet 
here is a physicist, with a high ideal of perfection, taking the pulsations 
that are sent earthward by the sun, and by methods within the reach of 
human skill, actually recording them upon a standard bar immersed in 
a freezing mixture, and giving us a universal standard based upon the 
absolute value of a wave length of light. 

We have to thank Sellers, Bement, Warner, and Swasey and others, 
for their valuable contributions of metrology, and their standards of 
various kinds that have contributed so much to advance the mechanics 
in this country. The standard measuring devices made by Brown and 
Sharpe have become a power for accurate work. The standard gauges 
of the Pratt & Whitney Company now find an honored place in all 
high-class machine shops ; and our American machinists are greatly in- 
debted to the labors of Prof. W. A. Rogers and Mr. George M. Bond, 
who designed and carried into execution that wonderful instrument of 
precision called the Rogers-Bond comparator, from which has emanated 
many standard tools, and has assisted so largely in the introduction of 
interchangeable parts in American machinery. It is true that human 
brains must have a limit to their capabilities ; but where shall we place 





that limit? Watt gave us the horse power as the unit of measurement, 
Joule gave us the better one of the foot-pound unit ; King Henry’s arm 
may have served for the long measure, and the barleycorn for the short 
measure, but the meter and the micron are infinitely superior ; yet we 
still hope for better standards, and are now reaching out for waves of ra- 
diant energy from which to make them, and which shall remain as con- 
stant as the universe, ‘‘ whose builder and maker is God.” 








SPECIAL ENGLISH CORRESPONDENCE. 
ae 
COMMUNICATED BY Norton H. HumpuHrys. 


SALISBURY, June 10, 1890. 


The Gas Institute.—The Labor Question.—Sulphur Recovery.—Im- 
provements in Sulphate Apparatus. 


The final programme for the Gas Institute meeting next week has just 
been issued, and affords even greater promise for the ensuing meeting, 
than I ventured to indicate two months ago. The list of papers comprises 
eleven, including almost every subject of current issue to the gas indus- 
try. Three papers deal with gasholder construction, one with stoking 
machinery, one with the labor question, one with inclined retorts, and 
the remainder with sulphate of ammonia, the extension of the gas com- 
panies responsibility to fittings beyond the meter, oxygenated oil gas, 
illuminating water gas, and the supply of electricity by gas companies, 
respectively. The proper discussion of all these subjects will fully and 
profitably occupy the time at disposal. The public part of the proceed- 
ings ison an equally substantial scale, comprising a smoking concert, a 
musical soiree with a dance afterwards, a visit to a rose show, an open 
air promenade concert and a steam boat trip around the Isle of Wight. 
Altogether the programme is the best that has ever been set before the 
members of the Institute, and reflects the greatest credit on all concerned 
in getting it together, and especially on the President, Mr. Geo. Garnett. 
who has had the lion’s share of the work. 

Amongst the matters treated in the report of the Council to be presen- 
ted at the meeting, will be an acknowledgement of the kindness and 
courtesy extended to a party of some 120 members of the Gas Institute, 
by the French Gas Engineers, on the occasion of their visit to Paris at 
the close of last year’s meeting. The Council will also give their reasons 
for wishing to incorporate the Institute as a limited company under the 
Companies’ Acts. An extraordinary meeting will be held at the close of 
the general business, for the consideration of this question. Of the mem- 
bers removed by death during the year, special reference will be made 
to the late Mr. G. W. Stevenson, and the late Mr. Lewis Thompson. It 
is proposed that the Birmingham medal shall be awarded to Mr. Thos. 
Newbigging. The Institute now numbers 649 members of all classes. 

The labor question has again come to the front in London, and this 
time it is on the North side of the Thames. In this case, also, the policy 
of the leaders of the laborers and stokers Union has been to promote dis- 
trust, antagonism and insubordination on the part of the men towards 
theiremployers. Mr. John West had fitted up a retort hose at Beckton 
with his patent stoking machinery, and agreed with the Gaslight and 
Coke Company to work it for a time under his own superintend- 
ence. Having arranged all in readiness fora start, and engaged a gang 
of stokers, he was met by the refusal of the men to carry out their en- 
gagement. Acting under the advice of their Union, at the hour for com- 
mencing work, and not before, the men announced that they would 
not work unless paid 5d. a day more than the sum agreed upon. The 
object of this advice is not very apparent, seeing that the only difference 
it made to Mr. West was that it hindered him for an hour or two. There 
were plenty of men about who lost their regular employment at the 
strike at the South Metropolitan last winter. and were only too glad to 
get into work again. One of the leaders of the Union, in commenting 
upon the defeats experienced in Manchester and London last year, 
stated that the next strike would be a momeatary one, and that the men 
would throw down their tools without notice, and take the consequences 
of breaking their engagements. If this was intended as a trial of such 
an illegal mode of action, the result must be anything but satisfactory to 
the Union, as neither the members nor the policy of the Union has 
been benefited in the least. Mr. West is now carrying on his operations 
satisfactorily with non-union men, but he has found it necessary to pro- 
vide special accommodation for them on the grounds, and to have extra 
police protection. The necessity for this arises, however, more on ac- 
count of the personal feelings of individual members of the Union, 
rather than for any organized plan of individualism ; though it must be 
said that a Union that would not hesitate to instruct its members to defy 
the law in one way, is not likely to be scrupulous about breaking it in 
another, if it suited the purpose in view to do so. 
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The Union, to be consistent, ought to welcome and support anything 
in the way of retort house machinery, seeing that when appealing to 
public sympathy last year, a great deal was said about the sweltering 
atmosphere of the retort house, the necessity for working like madmen 
in order to escape the raging fury of the flames, and the work being so 
exhausting as to make a man old at the age of 40. They ought there- 
fore, to publicly recognize Mr, West as a benefactor in trying to devise 
a practical remedy for such a wretched state of affairs. But actions 
speaking louder than words, and although they make great protestations 
about not being antagonistic to machinery, it is quite evident that they 
do not intend to facilitate its introduction in any way. 

This matter, however, is only a little side skirmish. The main point 
of dispute is the fact that the Directors of the Gas Light and Coke Com- 
pany are endeavoring to make such arrangements as shall preserve them 
from the misfortune that befell their neighbors last year, and which, be- 
sides costing some £50,000 or more, involved a great deal of inconven- 
ience to the consumers. In this they are to be commended, as recog- 
nizing the irresponsibilities both to the consumers and to the shareholders, 
and seexing to meet them. But this, of course, does not suit the Union, 
who wish to get a grip upon every board of gas directors in the king- 
dom. Once possessed of such power they would not hesitate to use it on 
any and every possible occasion, and no body of employers would be 
safe for two days together. The Directors propose that every workman 
in their employ shall sign a monthly agreement. The first clause spec- 
ifies that notice to terminate the engagement must be given on the same 
days of the month as that on which the agreement commences, in writ- 
ing. The second provides for the summary dismissal of the workman 
without notice in case of drunkeness, neglect of duty, insubordination, 
or other misconduct. According to the third, the workman agrees to 
observe all instructions, rules and regulations issued under the author- 
ity of the Company; and the fourth agreesthat dutiesshall be performed 
in a proper manner, at the customary rates of pay. The men are to be 
offered an opportunity, through their representatives, of discussing the 
terms of this agreement, and while not objecting to meet the men by 
modifications in details, the Directors must hold firmly to the main 
principles of the agreement as absolutely necessary to the proper carry- 
ing out of the undertaking. 

The sulphur recovery process, by which is meant the precipitation of 
solid flowers of sulphur from any gas that is rich in sulphureted hydro 
gen, is becoming quite a recognized thing. It has already been adopted 
by the leading alkali manufacturers, and is rapidly making its way in 
large gas works, as a means of treating the waste gases given off during 
the manufacture of sulphate of ammonia. The general plan in small 
works is to pass the gases coming off from the saturator through an ox 
ide purifier, whereby the sulphureted hydrogen is absorbed, and in a 
sense utilized, since the sulphur can be extracted from the spent oxide. 
Turned to account in this way, however, the cost of conveying the ma- 
terial to the chemical works, and other charges, leaves very little profit 
to come in from this source to the gas undertaking ; and therefore the 
Claus kiln and settling chamber are considered to be preferable. In 
Lancashire, especially, the erection of sulphur recovery apparatus is 
proceeding with energy, and at a gas works in the Midlands, nearly 1 
ewt. of sulpbur is obtained for each ton of sulphate made. This repre- 
sents 1} pounds of sulphur from each ton of coal. Various difficulties, 
that at first proved a great hindrance to the adoption of the Claus appa- 
ratus, are gradually being done away with, so that the next few years 
will see its general introduction, for it is simple, and when properly un- 
der control, automatic in its operations. A proper quantity of air is 
mixed with the waste gases, according to the proportion of sulphureted 
hydrogen present, and the mixture is passed into the kiln, which is sim- 
ply a small chamber about a foot o1 so each way. Here the sulphureted 
hydrogen is decomposed with separation of the sulphur in the solid form. 
The latter is deposited in large condensing chambers provided for the 
purpose, from which it can be removed at convenient intervals. 

The last few years have also seen considerable improvements in the ap- 
paratus for manufacturing sulphate of ammonia in gas works. The 
plain boiler, with which intermittent work only is possible, since it must 
be emptied when exhausted, and fitted with a fresh charge of liquor be- 
fore a fresh start can be made, is gradually giving place to improved 
forms of still, several makes of which are in the market. In one re- 
spect these new stills all agree, and that is in being worked continucusly. 
The liquor flows in without cessation, so long as the apparatus is at 
work ; it may be for several weeks if desired. The whole process thus 
proceeds with perfect regularity. There is no need for the cumbrous 
overhead tank, large enough to hold the fresh charge for the boiler, or 
for a cooling tank to receive the exhausted charge. The liquor flowing 
in regularly, can be pumped direct from the store well as wanted, and as 





the effluent passes off with equal regularity, a large stock of it at boiling 
heat does not accumulate, and it can be readily disposed of as fast as it 
is made. Recently an improved automatic discharger has been intro- 
duced, by means of which the sulphate is raised from the saturator to 
the draining board. 

If this invention will work properly it is likely to be valuable, as at 
present one man’s time is almost entirely occupied in fishing the sulph- 
ate out as fast as it is formed with a perforated bow] fixed to a handle ; 
and the continual rubbing and scraping of the bow] on the bottom of 
the saturator wears out that part much sooner than would otherwise be 
the case. Steam has almost entirely replaced the open furnace asa 
means of heating up the liquor for distillation. Sulphate apparatus is 
also being introduced into the smaller sizes of gas works with advantage, 
and it is now no uncommon thing for a works carbonizing only 400 or 
500 tons of coal a year to have its little sulphate apparatus. Under 
these circumstances 4 or 5 tons of sulphate can be made per annum ata 
profit of at least $20 per ton, whereas formerly the liquor realized prac- 
tically nothing. 








Assay of Coal. 
onlesitiletleds . 

A contemporary, in a sensibly-prepared article on this subject, says 
that those who are prospecting after coal often have difficulty in deter- 
mining to what class their finds belong. The principal varieties of coal 
are as follows : 

Anthracite or hard coal—hardness, 2 to 2.5 ; specific gravity = 1.32 to 
1.70. Contains volatile matter after drying, 3 to.6 per cent. Contains 
carbon 80 to 95 per cent. It has a high luster and burns without flame, 
as it contains little or no bitumen. It is totally devoid of impressions of 
plants, and is, geologically speaking, the oldest of all kinds of fossil 
charcoal, and is regarded as thelast stage of carbonization. It yields 
from 1 to 7 per cent. of ash, but 3 per cent. may be called the average. 

Brown coal, or lignite, much of which is found in California, con- 
tains from 57 to 70 per cent. of carbon, and represents the first stage of 
carbonization, being a coal of comparatively recent formation. It is 
composed of fossil plants more or less mineralized, and when burnt 
evolves much smoke and affords a dull flame, generally yieldinga large 
quantity of ash. It contains from 2 to 19 per cent. ash. 

Caking coal is a bituminous coal, whichsoftens and becou ies pasty in 
the fire, and after the heat has become continued for a time, ‘he volatile 
ingredients are driven off, and a grayish-black fretted mass is left. The 
coke obtained from this coal varies from 50 to 85 per cent. 

Non-caking coal resembles the above in its external character, but 
burns freely without softening or showing any appearance of incipient 
fusion. 

Cannel coal is a bituminous coal which generally cakes. It is com- 
pact, with little or no luster, and has a dull black ur grayish-black color. 
On distillation it affords, after drying, 40 to 66 per cent. of volatile mat- 
ter. When held in the flame of a candle it easily ignites, burning with 
a steady, bright flame. It is used extensively for making illuminating 
gas, of which it affords a better quality than any other species of coal. 

It is well to know that no very extensive apparatus is required to de- 
termine many points about coal. It can be examined and its commer- 
cial properties determined by the blow-pipe with great accuracy. Mr. 
Geo. Attwood (eldest son of Melville Attwood, of San Francisco), in his 
work on ‘‘ Practical Blowpipe Assaying,” gives the following methous 
of determining tne character and properties of coal, by means of the 
blowpipe : 

The assay is divided into five heads. 

ist. The moisture determination. 

Select from the mass of coal to be examined a few lumps representing 
as nearly as possible the average quality. Crush them up in the agate 
mortar into small pieces about the size of a mustard seed. 

Weigh out 5 grains, place in a small porcelain dish, and dry ata 
gentle heat over the spirit lamp. Hard coals sometimes fly when heated, 
so it is best to cover the dish with a watch-glass while heating. After 
about 5 minutes, remove the assay and weigh ; then repeat the heating 
and again weigh. As soon as the weights agree the assay is ready to be 
converted into coke. Plattner states that the percentage of moisture is 
lowest in anthracite; in bituminous coals it is usually 3 to 4 per cent., 
seldom 6 to 7, and reaches its maximum in lignite and brown coals, 
which contain 20 per cent. and sometimes more. 

2d. Determination of the coke production. ™~ 

Take the dried coal and remove to a clay or platinum crucible, and 
cover with a small roasting clay dish or platinum cup. Place the cruc- 
ible on a triangle of platinum wire on the blowpipe stand under the 
flame, using alcohol, and cover it with a small sheet iron funnel (the 
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same that is used in roasting copper ores). The heat is continued until 
all the volatile gas has escaped, when the assay generally will appear to 
possess a fused, porous appearance, and to have a metallic luster. 

The coke so made is now removed and weighed. It should be weighed 
quiekly, as coke absorbs moisture from the air rapidly. The coking 
takes about 10 minutes, and the crucible should not be allowed to get 
beyond a red heat. 

3d. The estimation of the amount of ash. 

After the percentage of coke has been determined, remove the assay 
to a small clay or platinum capsule, and, without using a cover, again 
heat over the lamp—this time to a bright red color—until all the carbon 
has been consumed. The operation is much facilitated by occasionally 
stirring the assay with a piece of platinum wire, also by applying the 
blowpipe flame to the bottom of the cup when the assay is nearly fin- 
ished. 

If alcohol cannot be obtained, the assay for coke and ash can be con- 
ducted in the charcoal furnace by using the blowpipe flame, as in the 
copper assay, and if the ash amounts to more than 5 per cent., the value 
of the coal is much dimished. If the ash presents a brown, red, or gray 
color, sesquioxide of iron has been formed by the oxidation of the py- 
rites in the coal. 

4th. Determination of the absolute heating power by Berthier’s pro- 
cess. 

Take an average sample of the coal and crush it up to the finest pow- 
der. Weigh out 0.3 grain of the coal dust and mix it with 12 grains of 
oxychloride of lead, and after placing the mixture in the crucible cover 
it with an additional 12 grains of oxychloride of lead. 

Oxychloride of lead fuses more readily than litharge; therefore, ow- 
ing to the large quantity of material which must be brought into a state 
of fusion in this determination, it is employed instead of litharge. 

The assay is next covered with a little powdered glass, also with a few 
spoonfuls of borax glass. A clay cup is placed over the crucible, and 
the assay is then fused in the charcoal furnace in a similar manner to 
the silver assay when litharge is used. 

About 7 or 8 minutes suffice to melt the assay, and the lead button 
produced by the carbon in the coal acting on the lead oxychloride will 
be found lying upon the bottom of the crucible when the assay is cool 
and the crucible is broken. 

The weight of the button, when cleaned from the slag, divided by 20, 
gives the quantity of lead that one part of the fuel under examination 
can reduce ; and since one part of carbon reduces 34 parts of lead, the 
heating power of the fuel may be easily ascertained. The amount of 
lead reduced by one part of coal varies with the different pit coals be- 
tween 21 and 32 parts, with the lignites between 16 and 25 parts. In 
making this assay the heat must be applied at first very gradually, and 
afterward increased to a bright redness. 

Dr. Ure’s experiments, published in the ‘‘ Supplement to the Diction- 
ary of Arts, Mines, and Manufactures,” have appeared to be unsatisfac- 
tory in regard to the accuracy of Berthier’s method. Mitchell, however, 
has found the method correct, and the author has found it equally so. 
The lead oxychloride should always be pure. 

5th. Estimation of sulphur in a sample of coal. 

Sulphur generally exists in coal as a sulphide of iron, and as the pres- 
ence of more than 2 per cent. of sulphur depreciates the market value of 
coal, owing to its destroying the iron boilers and grates under and over 
which the coal is consumed, is always an important part of the examina- 
tion of coal to ascertain the quanity present. 

Mitchell, in his ‘‘ Manual of Practical Assaying,” recommends the fol- 
lowing process : 

Take one part of the finely pulverized coal and mix with 7 to 8 parts 
of niter, and 16 parts of common salt, and 4 parts of carbonate of potash, 
all of which must be perfectly pure. The mixture is then placed in a 
platinum crucible and gently heated at acertain temperature ; the whole 
ignites and burns quietly. The heat is then increased until the mass is 
fused : the operation is finished when the mass is white. It must, when 
cold, be dissolved in water, the solution slightly acidulated by means 
of hydrochloric acid, and chloride of barium added to it as long as a 
white precipitate forms. This precipitate is sulphate of baryta, which 


must be collected on a filter, washed, dried, ignited, the filter burnt 
away, and the remaining sulphate of baryta weighed ; every 116 parts 
of it indicate 16 of sulphur. ae 

The above described methods of examining coal are all that are re- 
quired for commercial purposes. The assay may be carried on still fur- 
ther by estimating the iron oxide contained in the ash. The ash can also 
be examined qualitatively for silica, lime, soda and potash, 








THE proprietors of the Ilion and Mohawk (N. Y.) Gas Company have 
commenced work on their proposed electric lighting annex. 








ITEMS OF INTEREST FROM VARIOUS LOCALITIES. 
nnchennaliantinin 
THE charter of the Hempstead (L. I.) Gas Light Company has been 
renewed for 30 years, and a special meeting of the shareholders will be 
held on the 14th prox., the object of the same being to vote on a propo- 
sition to increase the capital stock to $25,000. It is likely that important 
plant betterments will be arranged for at Hempstead this season. 





Mr. W. H. HaypENn has resigned the Superintendency of the Fishkill 
(N. Y.) Gas Company’s plant in order to accept the position of Manager 
and Superintendent of the works at Schenectady, N. Y. 








PRESIDENT D. T. Roots, of the P. H. & F. M. Roots Company, of 
Connersville, Ind., writing under date of June 19th, says: ‘‘ We are 
glad to report that our exhauster business is beginning to look up. Our 
business in foundry blowers, rotary pumps, forges, etc., has been very 
good at all times, but at the beginning of the year our exhauster trade 
was not what we expected. We now look for a good trade during the 
rest of the season, as inquiries are very much better than at any time of 
the year. Below we give some of our recent orders: Wheeling (West 
Va.) Gas Light Company, one exhauster and engine combined on same 
bed-plate, with gas and bye-pass valves, pipe fittings, governor, etc., ca- 
pacity, 1,500,000 cubic feet per day ; Florence (Ala.) Gas Company, one 
exhauster (valves, fittings and arrangement same as at Wheeling), ca- 
pacity, 300,000 cubic feet per day ; Shreveport (La.) Gas and Electric 
Light Company (same as above) capacity, 160,000 cubic feet per day; 
Chillicothe (O.) Gas Company, one exhauster (as before), 160,000 cubic 
feet per day; Galesburg (Ills.) Gas Company, one exhauster and engine 
combined, capacity, 300,000 cubic feet per day; Portsmouth (O.) Gas 
Company, one exhauster, capacity, 160,000 cubic feet per day; Bruns- 
wick (Ga.) Gas Company, one exhauster and engine combined, capacity, 
100,000 cubic feet per day; Macon (Ga.) Gas Light Company, one ex- 
hauster, capacity, 675,000 cubic feet per day; Litchfield (Ills.) Gas Com- 
pany, one exhauster, capacity, 160,000 cubic feet per day; Fort Worth 
(Texas) Gas Company—order given by Bouton Foundry Company, of 
Chicagu—one exhauster, etc., capacity, 675,000 cubic feet per day.” 
That certainly looks like business. 


On and after July 1st the Providence (R. I.) Gas Company will sell 
gas at the rate of $1.30 per 1,000 cubic feet. At least so we have been 
informed by Treasurer A. B. Slater, who is pretty good authority on 
such matters. 


THE holder tank of the Metropolitan Gas Light Company, of Eliza- 
beth, N. J., was to have been finished last week. The people in interest 
claim that the backward state of the storage construction is all that pre- 
vented them from supplying gas before this date. 





Mgssrs. J. M. CritcHLtow, Edwin Fuller and F. W. Perkins, as Li- 
quidating Trustees of the American Gas Improvement Company, 
through their attorney, Mr. D. I’. Patterson, 96 Diamond street, Pitts- 
burgh, Pa., have published the following notice of dissolution: ‘* Notice 
is hereby given that the American Gas Improvement Company, Limited, 
a partnership association organized under the Act of Assembly of June 
2, 1874, and its supplements, at a regular meeting of its members, at 
which all its shareholders were present, resolved by unanimous vote to 
dissolve said association, and elected the undersigned Liquidating Trus- 
tees to settle its affairs. All persons indebted to said association will 
please make immediate payment, and all persons having claims against 
the same will please prescat them to the undersigned, who will proceed 
at once to settle its affairs and distribute its assets under the direction of 
the Court of Common Pleas, No. 1, of Allegheny county.” 


Tue ‘‘ Chicago capitalists” in control of a certain fuel gas process, 
acting in concert with ‘‘Asheville (N. C.) capitalists,” are said to have 
organized in Asheville the North Carolina Fuel Gas Company, with a 
capital of $50,000. It is said they intend to construct a fuel gas plant at 
Asheville, which proposition is eminently absurd. 


- A CORRESPONDENT at Albany, N. Y., writing under date of June 23, 
says: ‘‘I note your reference to the proposed winding up of the affairs 
of the Troy (N. Y.) Electric Light Company, and forward you the fol- 
lowing particulars concerning the same : On the application of Mr. An- 
thony N. Brady, of Albany, and Chas. E. Davenport, of Troy, a ma- 
jority of the Trustees of the Troy Electric Light Company, Justice Furs- 


man has granted an order for all persons interested in the corporation 
le 


to show cause before R. C. Jennyss, Referee, at the office of Smith & 
Parmenter, September 19, why the corporation should not be dissolved. 
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Parmenter and Smith are attorneys for the petitioner, and the moving 
affidavits made by Messrs. Brady and Davenport allege that the corpor- 
ation is insolvent and unable to pay its debts. The assets of the Compa- 
ny are given at $165,666.67, inclusive of $32,000 in real estate, $31,920 in 
machinery and tools, and $79,980 in electric dynamos, wires and other 
apparatus. The liabilities are given at $346,284.38, and this includes the 
following indebtedness: Travelers National Bank, New York, $5,000 ; 
Union Bank, Troy, $21,000: National Bank, $18,000 ; Central Bank, 
$15,000 ; D. Powers & Sons, $18,000 ; Troy City Bank, $10,000; Nation- 
al Park Bank, New York, $20,000 ; Thomson Houston Electric Compa- 
ny, $7,500 ist mortgage bonds, $57,000 2d mortgage, and $30,000 mort- 
gage on real estate, with $9,000 interest. The stockholders of the Com- 
pany and the amount of stock are given as follows: E. Murphy, Jr., 
$1,000 ; E. W. Hydorn, $4,000; J. Bartiett Hydorn, $2,000; John E. 
Healey, $2,000 ; A. N. Brady, $104,200; John B. Powell, $20,200; G. 
Robertson, Jr.. $2,000; M. R. Mosher, $2,600; M. A. Tierney, $5,000 ; 

W. F. Walsh, $1,500; J. C. Minahan, $500; J. D. Robinson, $1,500 ; 

Frank B. Abbott, $2,000; Dennis Maloney, $5,000; C. E. Davenport, 
$1,000. Mr. Brady purchased the stock of Mr. A. E. Powers, President 
of the Company, and the above order and proceedings were necessary to 
complete the formal transfer of the property to Messrs. Brady & Daven 
port, who represent the Troy Gas Company, which succeeds to the 
property of the Electric Light Company.” 





A CORRESPONDENT at Evansville, Ind., under date of June 21, writes : 
‘* Evidence of the very substantial growth of our city is found in theex- 
tension that will shortly be commenced by the Evansville Gas and Elec- 
tric Light Company. Additional territory has been purchased by the 
Company in Heidelbach and Elsas’ Enlargement, for the extension of 
its already large electric plant. The business has grown to the full ca- 
pacity of the works, and the demand upon the resources of the latter is 
such as to warrant the betterment arranged for. A new building will 
be erected, the contracts for same having been let to Bedford & Wiechel 
and Bippus & Kanzler for the brick and carpenter work, respectively. 
The new structure will cost about $5,000, and will be constructed on 
modern lines. A 500-horse power engine will be installed in the new 
house, and, together with the cost of the electrical apparatus in connec- 
tion with the plans, an expenditure of $100,000 will be involved. This 
electrical station will probably be the largest in the West, with the ex- 
ception of that at St. Louis. It gives me great gratification to be able to 
add that ground has also been broken on adjacent property at the gas 
works for a tank to hold a gasholder with a capacity of 1,000,000 cubic 
feet. The site of the new holder is just opposite the present plant, on 
block 113, Lamasco. The cost of this will not fall short of $50,000. The 
city has grown fully up to the present capacity of the works, and these 
extensions are quite in line with the practice of the enterprising men— 
home capitalists, too—in control of the artificial lighting supply of 
Evansville.” 





THE contract for the new stock house (which is to be of iron) of the 
Isabella Furnace, at Barneston, Pa., has been awarded to the Berlin 
Iron Bridge Company, of East Berlin, Conn. The Bridge Company’s 
design calls for the construction of an iron house, 54 feet in width by 
100 feet in length, so arranged that loaded trains can pass beneath the 
structure. The Company is figuring on some retort house roof work. 





Asout a fortnight ago two workmen entered a gas tank at Superior, 
Wis., that had been unused for 12 years. No attempt at ventilation had 
been made, and it was by the merest chance that the experimenters 
were rescued from death by suffocation. 





BroTHER JupG#, of the Rock Island (Ills.) Gas Company, is at his 
old trick of reducing gas prices, as he informs us, under date of June 
18th, that, beginning with June Ist, an additional discount of 25 cents 
per 1,000 cubic feet will be allowed on all gas consumed at any residence 
where a gas cooking range is actually in use. This means a net charge 
in such situations of $1.50 per 1,000. Good judgment, that. 





Tue Charlestown (Mass.) Gas Company is making a very extensive 
series of improvements on its electric lighting plant. The betterments 
includean additional Armington & Sims engine, anda new boiler house 
(with an imposing chimney) rated to the satisfactory placing of 1,000- 
horse power. After a careful trial of different boiler settings the Com- 
pany has determined to set the new boilers over the well-known Jarvis 
patent furnace, Mr. Neal being satisfied that the Jarvis plan is much 
superior to the other types tried at the Charlestown works. It looks 
somewhat superfiuous to add that Treasurer and General Manager Neal, 
who is known to the gas men of this country as an able and conserva- 





tive engineer, still keeps up in the front rank. He was one of the first 
to advocate the combination of gas and electric interests (we, however, 
still hold our opinion that locality alone can determine the wisdom of 
such a step), and the rapidity with which the Charlestown attempt has 
succeeded speaks for itself. Mr. Neal has been ably assisted in his work 
by his painstaking Superintendent, Mr. Coyle, who had full charge of the 
laying out and erection of the new plant. Those who visit Charlestown 
can count on looking over an excellently appointed and complete electric 
lighting station. 





Mr. Henry D. HILL, of St. Louis, says that the erstwhile popular 
gasoline stove in that section is ‘fast being replaced by the gas stove, 
and then adds: ‘' With gas at the present rates it is true economy to 
use itin preference to gasoline, and with the probable introduction at 
an early date of fuel gas at 45 cents per 1,000, the use of gas stoves wil! 
not be confined to the summer months, but the greater part of domestic 
cooking will be done on them.” 





THE proprietors of the Las Vegas (New Mexico) Gas and Coke Com 
pany are well satisfied with the progress making on the betterment 
plans, the adoption of which was noted some time ago in these columns. 
Supt. Hart is our authority for the statement that the electric annex 
will be in working order by July 15th. 





Cot. WaastaFF, representing the bondholders of the Bay Shore 
(L. I.) Gas Company, bid in the property (which was offered at sheriff's 
sale) for the sum of $5,000. The liens amount to $30,000. Mr. John 
H. Golding will act as Superintendent. This ought to be a good place 
for a gas company, as Bay Shore is quite a pleasuring ground with a 
desirable class of summer residents, to say nothing of those who reside 
there permanently. 





A VAGRANT flash of lightning at McKeesport, Pa., the other night 
caused quite a commotion in that usually placid burgh. Having burned 
out an electric lighting switch on an arc light at a clothing shop on the 
corner of Market street and Fifth avenue, nature’s current found its 
way to a gas service that led into the house of Dr. Black. The Doctor 
was considerably worried over the prospective size of his next gas bill, 
but his mind is now at ease, as Superintendent Neemes, of the Gas Com- 
pany, promised to ‘make it all right” if the Doctor would surrender 
the section of gas service that had been tapped by the electric visitor. 





Miss ELLa KINGSBURY the accomplished daughter of Col. William 
A. Stedman, and Mr. Marion McAllister Smith were united by marriage 
at Newport, R. I., on the evening of Wednesday, June 18. The wed- 
ding took place in the Channing Memorial Church of that city, and 
was witnessed by a large assemblage of friends of the contracting par- 
ties. After the ceremony a reception was held at the home of the 
bride’s parents, in Mount Vernon street, where a supper was served by 
Pinard. We extend to the newly-married couple our congratulations 
upon the happy event, and also our sincere wishes for their future 
happiness. 





DEPOSITIONS are again being taken as a preliminary to the third 
trial of the case of the United Gas Improvement Company vs. the Man- 
chester (N. H.) Gas Company. 





WE are indebted to a St. Louis correspondent for the following, re 
specting the ‘‘strike” at gas capital in Quincy, Ills.—we make bold to 
say that when the Chicago cormorants succeed in bleeding Steinwedell 
and Littleton, they will have to come to the attack with sharper beaks 
than those now so prominently exposed: ‘A joint stock company 
has been organized by Chicago capitalists, with an asserted capital o/ 
$400,000, to put up an electric and gas light plant and a fuel gas plant 
for Quincy. The projectors ask the right to make such use of the city’s 
streets as may be necessary for their purpose. The Company proposes 
to put its wires either above or below ground, as the city shall direct, 
and binds itself to furnish lighting gas for the next 5 years at $1.50 per 
1,000 cubic feet. It will furnish fuel gas for the next 5 years at $1 per 
1,000, provided, however, that if at the end of two years the total con- 
sumption of lighting and fuel gas amounts to 300,000 cubic feet per day 
then the price asked shall be $1.25 per 1,000 for illuminating gas and 90 
cents for fuel gas; but, in any event, after 5 years the price of gas shal! 
not be more than $1.25 and 90 cents for lighting and fuel gas respect- 
ively.” This is a strike, pure and simple; and it will undoubtedly fail 
of its purpose. 

Miss Kremers, the accomplished daughter of the Secretary of the 
Milwaukee Gas Light Company, was united in marriage to Mr. H. A. 
Salzer on the 26th inst, 
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CoLoNEL STEDMAN has two months’ leave of absence, and will leave 
Rochester to-morrow for Tacoma, Wash., from whence he will, on July 
8th, sail for Alaska. He expects to be back in Rochester about Sep- 
tember ist, and does not expe:t to establish gas works in Sitka this 
trip, but will inspect the icebergs in Glacier Bay with a view, possibly, 
of utilizing their surfaces to reflect Northern lights over into the State of 
Washington. We hope the Colonel will have fair skies and balmy 
days as companions on the trip. 


OuR contemporary, the Berlineer, reports the invention of a soft 
alloy which adheres so firmly to metallic glass and porcelain surfaces 
that it can be used as a solder, and which, in fact, is valuable when the 
articles to be soldered are of such a nature that they cannot bear a very 
high degree of temperature, the composition consisting of finely pulver- 
ized copper dust, which is obtained by shaking a solution of copper sul- 
phate with granulated zinc. The temperature of the solution rises con- 
siderably and the metallic copper is precipitated in the form of a brown- 
ish powder—20, 30 or 36 parts of this copper dust according to the hard- 
ness desired, being placed in a cast iron or porcelain-lined mortar, and 
well mixed with some sulphuric acid having a specific gravity of 1.85. 
To this paste thus formed are added 70 parts by weight of mercury, with 
constant stiring, and when thus thoroughly mixed, the amalgam is well 
rinsed in warm water, to remove the acid, and then set outside to cool ; 
in 10 or 12 hours it is hard enough to scratch tin. On being used it is 
heated to a temperature of 375’ C. and when kneaded in an iron mortar 
it becomes as soft as wax. In this ductile state itcan be spread on any 
surface, to which, as it cools and hardens, it adheres with great tenacity. 





THE Fort Wayne Electric Company has issued the following circular, 
under date of June 16th, to its shareholders: ‘‘ Pursuant to the author- 
ity given by the stockholaers’ vote adopted at the recent annual meet- 
ing of-this Company, its capital stock has been increased by $1,000,000, 
divided into shares of $25 each. By this increase the Company acquires 
valuable patents, licenses and contracts, besides $450,000 in cash for 
working capital. The Company is thereby enabled to make still more 
complete and effective its present system of arc and incandescent light- 
ing, and to prosecute its business more extensively and successfully than 
ever before. Arrangements have been made whereby each stockholder 
of record at the close of June 20, 1890, will have the right to purchase, 
within the time specified below, one share of the new stock for every 
three shares of the old that shall then be standing in his name on the 
books of the Company, the price at which thestock may be so purchased 
being $12.50 per share in cash. The rights of purchase pertaining to 
the new stock are assignable in writing. Fractional parts of shares can- 
not be issued either to stockholders of record or to parties acquiring 
‘rights’ by assignment; and purchases of the new stock can be made 
only on ‘rights’ presented in lots of three or some multiple thereof. 
Agreements in writing for the purchase of the new shares will be re- 
ceived at the office of the International Trust Company, No. 45 Milk 
street, Boston, Mass., until and including Wednesday, June 25, 1890, 
but not afterwards, and the payments must be made to said Trust Com- 
pany, in cash, on or before Saturday, June 28, 1890, on which day the 
stock certificates will be ready for delivery. All agreements to buy, 
though seasonably made and filed, may be declared void by said Trust 
Company unless the required cash payment shall be made to it on or 
before said June 28. By order of the Directors of the Fort Wayne Elec- 
tric Company its transfer books will be closed from June 21 to June 25, 
both days inclusive. 


It is reported that a controlling interest in the Edison Illuminating 
Company’s proposed plant at Milwaukee is owned by the Milwaukee 
Gas Light Company, or by certain of the shareholders in the latter cor- 
poration. 


A speciaL from Yankton, 8. Dak., bearing date of June 17th, says 
that a climax in the contest between the local electric light company 
and the Gas Company has been reached, in that Judge Smith has granted 
a temporary injunction restraining the city from contracting with the Gas 
Company for lighting, ou the ground that the city cannot incur further 
indebtedness than exists. The case, which is attracting much attention 








in the Northwest, will be heard June 26. It seems likely the electric | 


company will fail to secure a permanent injunction. If it is granted the 
case will be appealed and carried through to the bitter end. 





THE Hon. Joseph H. Hanes has been appointed receiver of the assets 
of the Cape Island (N. J.) Gas Company, 





THE Superior Court (Montreal, Canada) has given judgment for 
plaintiff (J. 8. Brown) in the sum of $631 in his damage suit against the 





Montreal Gas Company. Although we gave the main details of the 
case (in our notice of the filing of the suit) some weeks ago, we herewith 
reproduce a summary of the same. The suit was for damages owing to 
the illness of plaintiff's wife from an escape of gas into their dwelling 
house, No. 13 Bishop street. Judge Gill held that the Gas Company was 
liable for all the costs Mr. Brown was put to in connection with Mrs. 
Brown’s illness, and fur the general discomfort occasioned in his house- 
hold, especially as the Company was frequently notified to repair the 
leak from which the gas escaped in the Bishop street main. The Gas 
Company have a suit in warrant against the city, which they accuse of 
having done the damage by breaking the main with the heavy street 
roller. 





A CORRESPONDENT at Wheeling, W. Va., says the Board of Trustees 
of the City Gas Works are bending all their energies at present in the di- 
rection of putting the works in first-class condition, and also increasing 
their capacity. To this latter end 4 new benches of 6 retorts each are 
being put in, and 12 benches of 6’s are being thoroughly overhauled. 
The gasmaking machinery is also being overhauled, and repairs made to 
the big $40,000 holder, which has been leaking for some time back. As 
far as they are able, the Trustees will put in duplicate machinery at the 
works, to avoid jeopardizing the gas supply in the contingency of a 
break-down. 





ASSOCIATED PREss despatches, dated Trenton, N. J., June 24, are to 
the following effect: ‘‘The American Gas Investment Company 
filed a certificate of incorporation here to-day. The cupital stock is 
$50,200,000, but only $10,000 is paid in. The stockholders named are : 
Geo. 8S. Bixby and Hector W. Thorne, of New York, and Wm. Talcott, 
of Paterson. The objects of the Company, as set forth in the charter, 
are to construct, acquire, own, manage and operate works for the man- 
ufacture, distribution and supply of light, heat and power by gas, elec- 
tricity or otherwise, and generally to carry on any business incidental 
thereto, and to acquire the stocks and securities of other corporations 
formed for any similar purpose, and to deal in the same. The charter 
is worded like that of a trust, and it is believed here to be a reorganiza- 
tion of the Chicago Gas Trust, although it is also stated that it is a ven- 
ture of English capitalists. The fee for the filing of the charter is $10,040, 
the largest the State has ever received. 


THE Committee on Public Buildings, Salem, N. J., advertised for bids 
for hghting the Mayor’s office and jail, for the term of 1 year, and in re- 
sponse thereto received tenders [rom the Salem Gas Light Company and 
the local Electric Light Company. The former offered to do the work 
for the sum of $140, while the electricians asked $160. The Salem Gas 
Company secured the award. 





THE London Journal notes that the Electrical Review asks when we 
are to have a really reliable electric meter, which will be direct-reading, 
will not increase its records unduly as more current is passed through 
it, and will be fair alike to user and supplier. There is at present, we 
are informed, a meter in use which reads direct ; but as fresh lamps are 
added to the circuit in which it is placed, it records an excess of current. 
Another gives indications which have to be multiplied by a constant, 
which is, of course, a decimal quantity, and therefore an unknown tool 
in the hands of the average householder. A third meter is a box of mys- 
tery, of the nature of which the consumer is in absolute ignorance, not 
unmixed with fear. He is told by the official of the electric lighting 
company who supply the instrument that so many hours’ use of the cur- 
rent in the house will be recorded by an increase of weight in a plate in- 
closed in thg box; and he is entirely at the mercy of the company. 
Consequently, it is no wonder that disputes arise. We know how it is 
with gas meters and consumers; and the gas meter is not only a positive 
measurer, while most, if not all, electricity meters are inferential, but it 
is also cheap and reliable in a degree that arouses the envy and despair 
of electricians. 

Tue Fidelity Trust Company, of Philadelphia, has been ordered to 
pay all money in its possession belonging to the Chicago Gas Company 
over to Receiver Davies. The latter will on receipt of the cash pay to 
shareholders the dividend recently declared. 








Mr. Tuomas E. LILLy, of St. Louis, Mo., has designed a sign to take 
the place of those formerly displayed on the gas street lamps for identi- 
fying the names of streets at crossings. It is a label triangular in form, 


and made to fit on the top of a post, to which it is fastened by a set 
screw. The lettering is white on a black ground, occupies two sides of 
the triangle, and is very distinct. The cardinal letters of the compass 
are also ook The sign can be fitted to the electric light or 


properly p 
telegraph aan. 
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SUPERINTENDENT WANTED | FOR SALE. 


| e 8 & 
For a small but nearly new and fairly well built and arranged | | 
Gas Works. Qualities required are, first. that the interestsof| GAS LIGHT PLANT, | im i} ' lf 
the owners and superintendent shal! be identical; second, abil- | | 


ity and willingness to work; thira, tact to deal with consumers In a growing town of 5,000 inhabitants. Oil Gas Process. 
RICHMOND, VA. 


in such a way as to hold trade in spite of opposition. Temper- LATROBE GAS COMPANY 
4 5 a I : 
MANUFACTURERS OF 


ance a pre-requisite. Supt. engaged will have entire charge of | For particulars address 
POUGHKEEPSIE GAS CO., 
Newport News, Va. 


June 30, 1890. 








Latrobe, Pa. 











Position Wanted 


As Superintendent or Assistant in | 
a Cas Works, 


By a man who can give the best of references. Thoroughly un- | 

derstands the manufacture and distribution of gas and the con- 

struction of works. 
785-2 Address ** D. D.,”* care this Journal. (| * 


SITUATION WANTED 
As Superintendent of a Gas Works, 


By a man of 20 years’ experience. Best of references. Ad- By a practical gas map. 
dress JOHN COLLINS, | 4-8 
824 Clinton Street, | 
7 88-tf Schenectady,N.Y. |= 





Ss 
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In good order 


783-tf 


-. 


consultation with the undersigned. Salary, $1,200. Address | 
785-2 Cc. E. BURROWS, Walla Walla, Washington. EEE —_ — 
| FOR SALE. 
One 5-ft. Station Meter, 
| eT a | Scrubbers, Purifiers, Dry Center Seals, 
a | FOUR-WAY VALVES, CAS VALVES, 
WANTED TO LEASE :| SULPHATE OF AREA. SESE SETVE, 
TANKS, EN , 5 
A Small Gas Works, PUMPS, ETC., ETC. 
Address 


8-inch Connections. 
Price, $300, f.0.b. at Poughkeepsie, N. Y. 

Plans, Specifications and Estimates furnished for new works, 

“we. E. F.” care this Journal. | & alteration of old works. Correspondence solicited. Works. 


plant, including books, with no interference except an occasional "R46 
BENCH CASTINGS, CONDENSERS, 
Poughkeepsie. N. Y. 
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WANTED. The New York Oxygen Co,  ieumabeiensiy 


A. Six-Inch Exhauster. No. 60 Broadway, 


| mee ; 
taaersti. | Are prepared to give full information on the 


Must be in good condition. Roots’ make preferred. Address application of Oxygen to the purification of 


POUGHKEEPSIE GAS CO., | lighting gas. 
733- Poughkeepsie, N. Y. 




















FOR SALE, — 


One 12-Inch Air Condenser. 
One Multitubular Condenser. 
One Anderson Washer. 
Six 12-Inch Chapman Valves. 
For particulars apply to NEW HAVEN (CONN.) GAS CO. 


Bartlett Street Lamp Me. Co. 


Globe Lamps, 





FOR SALE, 
The Ironwork for Ten Benches 
of Fives (5’s). 


Streets, Parks, Public 
Buildings, Railroad 
Stations, etc. 





Cast iron Hydraulic Main, 16 by 18in. Stand Pipes, 5in. at bot- 
tom, 4in. at top. Bridge and Dip Pipes,4in. Address 
DAYTON GAS LIGHT AND COKE CO., 
783-tf 120 East Third Street, Dayton, Ohio. 


Engines and Boilers For Sale 


Five 80-H.P. Ft. W. Bass Automatic Cut-Off 
Engimes, 12 by 16 in. 

Three 40-H.P. Armington & Sims Automatic 
Cut-Off Engines, 9 by 12 in. 

One 50-H.P. New York Safety Automatic Cut- 


LAMP POSTS 


A Specialty. 


Office and Salesroom, 


40 & 42 COLLEGE PLACE, - - NW. Y. CITY. 


Gas Companies and others intending to erect Lamps 


and Posts will do well to communicate with us. 
GASHOLDER PAINT. 
One Neo. 5 Dean Pump. 
Three Sets J. H. Turner Patent Heaters. Use Only 


The above are in good condition and in operation. wre tor THE GCOVERNMENT WATERPROOF PAINT. 


particulars. Proof against Ammonia, and Absolutely Waterproof. Send for Prices and Particulars. 


JENNEY ELECTRIC LIGHT AND POWER ©O., 
THE GOVERNMENT WATERPROOF PAINT CO., 122 Milk Street, Boston, Mass. 


* The Hot Water Problem Solved. 


The most serious drawback to the general introduction and use of Gas for domestic purposes has 
been the supply of hot water. The only way of heating water heretofore has been by a separate atlach- 
ment, which is both inconvenient and adds materially te the expense. 

We are pleased to say to those interested that after many experiments we have been entirely 
successful in making a Gas Range with an ATTACHMENT FOR HEATING WATER AS A PART OF THE 
RANGE, direct from the burners, while the Range is being used for cooking and general domestic 
work, in the same manner as water is heated by the ordinary coal or wood range. A large number of 
these Ranges are now in DatLy Usk, Givina Perrect SaTIsFAcTion, not only for supplying hot 
water, but in all other respects. Our price and discounts to the trade are liberal and satisfactory. For 
further information address 


THE DANGLER STOVE AND MFG. COMPANY, 


Cleveland, Onio. 

















The Miner Street Lamps, 
Jacob G. Miner, | 


No. 823 Eagle Ave., New York, N. Y.. 
Off Engine, 10 by 12 in. _ 








Four Tubular Boilers, Sicel, 16 ft. by 60 in., forty-four 
4 in. flues. Fall front. 

Two Tubular Boilers, Steel, 16 ft. by 60 in., eighty 
8-in. flues. Full front. 
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FORT WAYNE ELECTRIC Co. 


FOR. WAYNE, LIND. 


MANUFACTURERS OF THE 


Slattery Induction System 
LONG DISTANCE INCANDESCENT LIGHTING. 


The Most Carefully Worked Out and Complete Alternating Current System of Electric Lighting in Existence. 








-—= AND THE -—— 


W/7 Oop 
Automatically Repulatingsg 


ARC DYNAMOS and LAMPS. 


———! 








Main Office, - - - Fort Wayne, Indiana. 
Factories: Fort Wayne, Ind.; Brooklyn, N. Y. 


BRANCE 77} FICES. 





Wood Dynamo. 


NEW YORK, - - - - - 115 Broadway. DETROIT, MICH., - - - 57 Gratiot Avenue. 
PHILADELPHIA, - - - - 907 Filbert Street. TORONTO, CANADA, - - 138 King Street, West. 
CHICAGO, - - - - 185 Dearborn Street. MEXICO, F. Adams’ Guenenmr - - City of Mexico. 
SAN FRANCISCO, . - 35 New Montgomery Street. | CUBA, Maicas & Co., s ‘ - Havane 








LACLEDE FIRE BRICK MANUFACTURING COMPANY, 


ST. LOUIS, MO. 





Exclusive Agents in the United States 


FOR THE 


Coze System of 
Inclined Retorts. 


IT 18 THE COMING BENCH 
FOR MAKING COAL GAS. 














It will Save from 50 to 
60 per ct. in Labor. 








EBSTIMATES AND PUANS FURNISHED BY THEE 


LACLEDE FIRE BRICK MFG. C0.. ST. LOUIS, MO. 
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The Gordon Portico 
Lamp. 


A successful Competitor 
of the Arc Electric Light for 
lighting Store Fronts, Show 
Windows, Depots, Railway 
Sheds, etc., etc. 
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The Gordon Street 
Lamp. 


A Successful Competitor 
of the Arc Electric Light for 


a 


ek 
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The Lungren Lamp. 


A Successful Competitor 
of the Incandescent Electric 
Light for Interiors, ete. Is 
especially applicable for the 
lighting of Offices, Stores 
Factories, Mills, Soow Win- 
dows, Libraries, and all sit- 
uations where an increased 
illumination is desired. 

More than 25,000 Lun- 
gren Lamps are now in use, 
Testimonials, references, or 
any desired information will 








Gordon Portico Lamp. lighting Streets, etc., etc. be cheerfully given. 1D seasentane. 6 


THE SIEMENS-LUNGREN CO., N.E. Cor. 24st St. & Washington Av., PHILADELPHIA. 


WELSBACH SYSTEM | 
Incandescent Gas Lighting. 


OFFICE, DREXEL BUILDINC, PHILA., PA. 


Gordon Street Lamp. 














At the Fall Session of the Board of Supervisors 
of Winnebago County, held at the County Court 
House, Oshkosh, Wis., Nov. 26, 1889, the report 
submitted by Mr. C. W. Cook. Chairman of the 
Committee on Public Buildings, recommending 
the use of the Welsbach Incandescent Gas 
Burner in the Buildings under their charge, 
was unanimously adopted, because of the ex- 
treme economy in the consumption of Gas and 
the superior character of the light obtained. 


DER, MECH. ENGR. FRIEDRIGH LUX, EDGEWATER LIME WORKS 


Chas. F. McKenna, Proprietor. 


SHELL LIME. 


Lime by the Cargo for Gas Purification. 
EDGEWATER, BERGEN CO., N. J. 


Write for Testimonials and Prices. 











MOSES GW 


816-18-20-22 Cherry St., Phila., Pa. 


Volumetric Lamp Governors 











Ludwigshafen am Rhein and London. 
Lu-=x Mass 
GAS GOVERNORS, 


Gas Balance. | 


gees CHICAGO GAS STOVE CO. 


MANUFACTURERS OF ALL KINDS OF 


FOR GAS LAMPS & HIGH-POWER BURNERS. | 


Governor Burners for Street Lamps & General Use 


GOVERNORS FOR ARGAND AND OTHER ( OMMON GAS 
BURNERS IN ALL SIZES. 


Horizontal Governors 


‘specially Adapted for Gas Stoves, Furnaces, etc, 





It is well known that a large majority of all High Power Gas 


Lamps in the United States have my Governors attached, and 
they are always used by the leading makers of these lamps. To 
remove any excuse for the use by anyone of inferior and in- 
fringing Governors, a reduction in price has been made, and all 
exclusive contracts are cancelled. 


Correspondence Solicited with all who require a Reliable 





Governor. 


Gas Cooking, and Heating 


APPLIANCES. 
117-119 Lake St., CHICAGO. 


Bend for Catalogue. 
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JEWEL GAS STOVES 








ss a mt Are Best, 


BECAUSE THEY ARE 


HIGH GRADE, 
Interchangeable, 


RIGHT! 


WBWE USE NO GAS COCE?S. 


All Flames are Regulated by Direct Needle Valves. 








JEWEL CIRCULATING WATER HEATER, 


ITo. 510, = = = = = $1858.00. 





Write for Jewel 1890 
Catalog. 








GEORGE M. CLARK & COMPANY, 


MANUPACTU RERS, 
157 & 159 Superior Street, - - - Chicago, Il. 
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NATIONAL 


GAS LIGHT AND FUEL CO., 
218 La Salle Street, Chicago. 


Cc. D. HAUK, Prest. & Gen’l Manager. A. W. GREEN, Vice-Prest. N. A. MoCLARY, Sec. & Treas. E. E. MORRELL, Engr. 


GAS WORKS 


Built, Remodeled, Leased, and Purchased. 











71 Springer Cupolas The total capacity of 
have been installed Springer Apparatus 
in the U. 8. during now in use is over 
the past four years. 25,000,000 ft. daily. 


THE SPRINCER CUPOLA SYSTEM 


Has Proven Itself the most Economical and Satisfactory Method of Gas Manu- 
facture ever brought to the attention of the Gas Fraternity. 


CUARANTEED ESTIMATES of Cost of Gas Furnished on Application. 


GASHOLDER TANK CONSTRUCTION, ETC. 


Gas Companies and others about to erect Gasholders will find it profitable to consult 
W. C. Whyte, who for over 30 years has made a specialty of 
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Tank Meeenditien aa — Work. 


Fifty Tanks now in operation show the sort of work done. Address 


W.C. WHYTE. - No. 15 Cortlandt Street, N. Y. City. 
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GAS STOVES. GAS METELs. GAS STOVES. 
THE AMERICAN METER CoO. 
Established 1834. Incorporated 1863. 


MANUFACTURERS OF 


Gas Meters, 


STATION METERS, 
METER PROVERS, PHOTOMETERS, 


Pressure Gauges of all Kinds, 


Standard 3 Diaphragm Dry Meter. AND Standard 2 Diaphragm Dry Meter. 


Apparatus for Testing the Quantity and Quality of Gases. 


GAS STOVES FOR HEATING KAD COOKING 


See 








Circulars and Frice Iiists on Application. 


 MANUFACTORIES, 
508 to 514 West Twenty-second St, N. Y. Arch and Twenty-second St., Phila.. 
Nos. 244 & 246 North Wells Street, Chicago, IIl. 


AGENCIES, 


No. 177 Elm Street, Cincinnati, Ohio. No. 222 Sutter Street, San Francisco, Cal. 
No. 810 North Second Street, St. Louis, Mo. 





CAS STOVE SHOW ROOMS, No. 242 Sixth Avenue, New York City. 
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KIRKHAM, HULETT & CHANDLER, LIMITED. 


PATENT “STANDARD” WASHER-SCRUBBERS 


Erected and in course of construction at present date: 


Capacity. pacity. Capacity. anges. 
Cubic feet per day. Cubie Teet Cubic Feet per day. Cubic feet per day. 
Altrincham...... cs necnah uieey 3 tu 000 | Lonpon—Continued. Ober Schlesian 1,500,000 
Adelaide 600,000 Dowlais Shoreditch Otto & Co.’s Coke Woz':s .... 1,500,000 
REI visines <c rows s-s , 000 
Allegheny, U.S. A. 000 | re : Parramatta, N. 8S. W 
Ashton-under-Lyne.......-..1 Din ecescneccssu a imli Prescott ‘ 
Amsterdam. ; ; Providence, U.S.A 

; - 


‘es 














Annaberg- 
Arcachon 

Animal Charcoal Co 
Altoona, U.S.A. 
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Sishops Stortford 
Blackpool........... 
Brussels... pies 
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Havana, Cuba. ..........- 
SL indthcrshacsacesete 


Bacrlien & ™- 
Huddersfield 


ahiten ‘ 
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SOLE ACENT FOR WESTERN HEMISPHERE, 


GEO. SHEPARD PAGE, 69 WALL STREET, NEW YORK. 
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THE UNITED 
GAS IMPROVEMENT CoO., 


DREXEL BUILDING, PHILA., PA. 

















Owners of the Lowe, Granger-Collins, McKay-Critchlow (for car- 
bureting Natural Gas), and Other Gas Patents. 


BUILDERS, LESSORS # PURCHASERS OF GAS WORKS. 


.244266225----°""""""" 


28232 


32232 


- 





bed el ee 


- 


Standard ‘‘ Double Superheater "’ Lowe Apparatus, Especially Designed for the Use of Lima Crude Oil. 


3323285 


SES e== 
Ss 
3 


Hrectors of 


WATEER GAS PLANTS, 


(Either Independent or Auxiliary to Coal Gas Works), 


SSSSSSSLSESES 
3333322333323 


USING LIMA OR OTHER LOW GRADE OILS AND ANTHRACITE COAL OR GAS HOUSE OR OVEN COKE. 





PAMPHLETS, PLANS, AND ESTIMATES FURNISHED UPON APPLICATION. 
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ROOTS’ 
= BYE-PASS VALVES. 
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GAS V AL-WE|BYE-PASS VALVE. 


Quick Acting, Automatic Action 
Sim pile, Reliable 
Hfficient, Durable. ' Simpie Durable. 





Thousands now in use and giving perfect satisfaction. Write for Catalogue and Prices. 


ROOTS’ 
NEW GAS EXHAUSTER. 
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& F. ML. ROOTS CO, Pstentees na Manotacturers, CONNERSVILLE, IND. 


8. 8S. TOWNSEND. Gen, Agt., 22 Cortlandt 8t., N. ¥. COOKE & CO., Selling Agts., 22 Cortianat St., N. Y. 
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CONNELLY « CO., 


SOLE MANUFACTURERS OF THEIR PATENTED SPECIALTIES. 











éé Saves money, saves labor, and is the most efficient purifying agent ever offered as a 
IRON SPONGE.” substitute for lime. Now used in every State in the Union, and purifying daily over 


thirty-fwe million cubic feet. Should be used in every gas works. Its own saving will pay for it many times over. 


AUTOMATIC [as been on the market but three years, and in that time has been introduced more generally 

than any invention ever designed for use in gas works. Over #vo hundred of them now in 
GOVERNOR. use. Sensitive; reliable; perfectly automatic; reduces leakage; satisfies consumers, and 
gives great relief to the Manager. No gas works is complete without one of these machines. 


STEAM JET Designed particularly for small works Combines Exhaust Tube, Steam Governor 

Gas Compensator, and Bye-Pass Valves in the most compact form possible; occupies 

EXHAUSTER. but little space; uses very little steam ; operated by ordinary workmen; saves formation 

of carbon in retorts; increases yield 10 to 15 per cent. Specially adapted for maag air with oil gas. No works 
too small to use them profitably. 


Prices given on all our specialties delivered at any point in the United States. Correspondence solicited. 


CONNELLY & CO., No. 111 Broadway, New York City. 


WILBRAHAM GAS EXHAUSTER ?ARV!S ENGINEERING co, 








CONTRACTORS FOR ERECTING 


COMPLETE STESM OUTFITS FOR ELECTRIC 
LIGHTING STATIONS. 


' Steel Boilers set with Jarvis Pat. Boiler Setting 
| To burn COKE SCREENINGS oor Fuei. 
ARMINGTON & SIMS 00. ENGINES, 


| Belting direct to Dynamos, without ising Shafting. 
SEND FOR CIRCULARS. 


REFERENCES.—Charlestown Gas & Electric Light Co., Charles 
town, Mass.; Schenectady Gas & Electric Light Cc., Schenectady 
| N. ¥.5 Brookline Gas Co., Brookline, Mass. 





‘Practical Electric Lighting 
| nwa pens one 


Electric Light Priv. 





By CHARLES L. LEVEY. 


| A simple and comprehensive Digest of al) tue aiost importan 
facts connected with the running of the “ynamo and Electr 
Lights, with Precautions for Safetv, eu. 


— == 


WILBRAHRAM BROS., 


PHILADELPHIA, PA. 


Price, 50 cents. 


| A. M. CALLENDER & C0., 42 Pine St. N.Y 








Gasholder Tanks & Gas Works Masonry Complete. 


PLANS PREPARED AND ESTIMATES FURNISHED AT SHORT NOTICE. 


J. P,. WHITTIER, 70 Rush St, near Division Av., Brooklyn, N. Y. 


1890 DIRECTORY 1890 | 


OF THE GAS LIGHT COMPANIES of the UNITED STATES & CANADA 


Price, - - - - = $5.00. 


A. M. CALLENDER & CO., No. 42 Pine Street, N. Y. City. 
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CHAPMAN VALVE MANUFACTURING CO., LUDLOW VALVE MFG, CO. 


MANUFACTURERS OF 


Valves and Gates for Gas, Ammonia, Water, Ete, 


Also, Cate Fire Hydrants With and Without Independent F 
Nozzle Valve. All Work Guaranteed. 











WORKS & GEN’L OFFICE TREASURER’S OFFICE: 


Indian Orchard, Mass. 72 Kilby & 112 Milk Sts, Boston, Mass. es 








Farson’s Steam Blower, | =. 


FOR IMPROVING BAD DRAUGHT IN BOILERS, AND FOR BURNING BREEZE) ogs asap aes 
OR OTHER WASTE MATERIAL. rT 


PARSON'S TAR BURNER. 


FOR UTILIZING COAL TAR AS FUEL. 


PARSON’S AIR JET TUBE CLEANER, 


FOR CLEANING BOILER TUBES. 


These devices are all first-class. They will be sent to any responsible party for trial. No sale 
unless satisfactory. Manufactured by the WATERTOWN STEAM BLOWER COMPANY. 


H. E. PARSON. Supt., 33 & 35 Liberty St., N.Y 


MILLS REVERSIBLE LIME TRAY, 


———————=— 


48 in., outside and inside Screws. Indica- 


Check Valves, Foot Valves, Yard- 
wash and Fire Hydrants. 

tor, etc., for Gas, Water, Steam, and Oil. 
Send for Circulars. 


Send for Circulars. 


Hydraulic Main Dip Regulators, also 


Vaives.—Double and Single Gate, } in. to 











== John McLean 
(Yee Sis 
S Eilers: Tn 
NEEDED BY GAS WORKS. (W/Z ee 
SEND FOR CIRCULAR AND PRICE List TO = «=. 298 Monroe Street, N. ¥. 


BARTLETT, HAYWARD:& CO.. ey 


Pratt end Scott Streets, Baltimore, Md. 


GAS & CASOLINE ENGINE © 'e Management of Small’ ; 
oreTeD con Gas Works. 


TURED GASES AND | 
GASOLINE. — 
RELIABLE AND BY Cc. J. R. HUMPHREYS. 
ECONOMICAL. | on 

















SPECIAL TRAYS FOR IRON SPONGE OR OXIDE OF IRON. 
’ 


Sean Durasie-Most Easity sean 


Fully Warranted Price, $1. 


AN DUZEN 
Orders to be sent to A. I. CALLENDER & CO., al nels Scdie ii cement vies Greamnaaat 


49 E. 2d St., Cincinnati, O. 
ee 42 PINE STREET, NEW YorK. REVERSIBLE BOLTED TRAYS IN THE MARKET, 


A. MacKinnon Machine Co., Agts., 22 Warren St., N.Y. 


THE CLERK GAS ENGINE Co,, 
Main Office, 1012, 1014, 1016, 1018 Filbert St., Philadelphia, Pa. 


WM. W. GOODWIN, Prest. E. STEIN, Sec. 8. LEWIS JONES, Asst. Sec. A.J. DOTY, Supt. 

















oT: F 
peaches. | Finks oak sted 


The utility and convenience of the Gas Engine being no longer an oyen question, it only remains now for 
intending purchasers to select the BEST. We claim for the CLERK GAS ENGINE that it is equal to any other 
manufactured as regards steadiness in runn ng, simplicity, and ease of keeping in repair, and that it gives the greatest 
amount of power for the least money (both in first cost and expense of running) of -ny engine made. In support of 
this claim we refer to the test of the Gas Engines made under the direction of the American Institute of New York, 
in December, 1885, and heretofore published in these columns. These engines are esp:ially adapted for continuous 
running under heavy loads, and we can refer to Engines which have run 22 hours a day (or months at a time 
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Made In Sizes of 5 (0. (5' 20. and 26 Horse Power. All Engines Guaranteed for One Year, 
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ENGINEERS. 


GAS AND WATER PIPES. GAS AND WATER PIPES. 





P. D. WANNER, Chairman. 


A. H. MELLERT, Mangr. of Wks. 
R. B. KINSEY, Secretary. Sie 


F. A. KNOPP, 


MELLERT FOUNDRY & MACHINE CO. Ltd. 
and READING FOUNDRY CO., Ltd. 


a ae ge Pa. 





co 
Specials—Flange Pipe, Valves and Hydrante 
Lamp Posts, Retorts, etc. 


General Foundry and Machine Work. 
JOHN FOX, Selling Agent. 160 Broadway, N.Y. 
a en) 


THE OHIO PIPE COMPANY, 


MANUFACTURERS OF 


Cast Iron Gas & Water Pipe, 


BRANCH AND SPECIAL CASTINGS. 


Gas-House Bench Castings, Hydraulics, Lamp Posts, Flange Pipe 
and Specials, Architectural Castings, Building Columns, 
Joists, Cellar Grates, Sash Weights, etc. 


GENERAL FOUNDERS AND MACHINISTS, 


Columbus, Ohio. 


M. J. DRUMMOND, 


esa 


SPECIAL CASTINGS AND LAMP POSTS. 
Office, Corbin Building, 192 Broadway, N. Y. 


EMAUS PIPE FOUNDRY. 


DONALDSON IRON COMPANY. EMAUS, PA. 


MANUFACTURERS OF 


CAST IRON PIPE AND SPECIAL GASTINGS| 


FOR WATER AND GAS. 


JOS. R. THOMAS, 


No. 42 Pine Street, N.Y. City. 
CONSULTING AND CONSTRUCTING 


Gas Engineer and Contractor, 


PLANS, SPECIFICATIONS, AND ESTIMATES 
FURNISHED. 
































Contracts taken for all bet a gg 
required at a Gas Works, 
Either for New Works or Extensions to Old Plants. 


Ww mt. MOONEY 


(Successor to WM. FARMER) 
No. 94 Liberty St., N Y. City. 


GAS ENGINEER AND CONTRACTOR FOR THE ERECTION 
OF GAS WORKS, OR APPARATUS OF ANY 
CAPACITY. 


Pians and Specifications Furnished. 














WM. GARDNER, 
Cas Engineer, 


Lewis Block, Room 20, Pittsburgh, Pa. 


Those who intend to make alterations in existing gas plants, r 
who contemplate the erection of new works, will ind to their 
interest to opeu correspondence with the above. Plans made 
and estimates furnished. 








SAM’L R. SHIPLEY, Pre’. 


JAS. 
HENRY B. CHEW, Tre 


P. MICHELLON, Sec. 
WM. SEXTON, Supt. 


sy Ries 


aa Ary 


Ce 










GLOUCE STERIIRON WORE S FL 


bs rn as alas, Su Vals, i Arras Gshls 


Office, Rooms 61 and 63 Bullitt Building, 131 S. 4th St., Phila., Pa. 











WARREN FOUNDRY AND MACHINE CO., 


Ub 


Established 1856. Works at Phillipsburgh. N. J. 


New York Office, 160 Broadway. 


CAST IRON WATER AND GAS PIPE, 


FROM TWO TO FORTY-EIGHT INCHES DIAMETER. ALSO, ALL SIZES OF 





Flange ee for Sugar House and Mine Work. Branches, Bends, Retorts, etc., eto. 


“DENNIS LONG & COMPANY, 


LOUISVILLE, KY., 




















i/i/} jt F_ AY 


Manufacture Exclusively 


CAST IRON GAS & WATER PIPE & SPECIAL CASTINGS 


OF ALI SIZES. 


Kine’s Treatise on m Coal Cas. 




















A stan ard text-book for the Engineers and Managers of Gas Works, and for all who are concerned 
or take an interest in the manufacture and distribution of Coal Gas, and in the utilization of the 
Secondary Products resulling thereform ; treating also of the Gas Engine, and of Gas Cooking and 
Heating Appliances. 

In 3 Vols. Price per Vol., $10. Sold either by Volume or in Sets. 


4 M. CALLLENDER & CO., 42 Pine St.. N.Y. 
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RETORTS AND FIRE BRICK. 





J. H. GAUTIER & CO.. 


CORNER OF 


GREENE AND ESSEX STREETS, 


JERSEY CITY, N. J. 


MANUFACTURERS OF 


Clay Gas Retorts, 
Gas House Tiles, 


Fire Bricks, Etc. Etc. 


Ground Clay, Fire Brick and 
Fire Sand in Barrels, 


J. H. GAUTIER. ©. E.GREGORY. C. E. GAUTIER. 


BROOKLYN. 


Clay Retort & Fire Brick Works, 


(EDWARD D. WHITE & CO.) 


Manufacturers of Clay Ketorts, Fire Brick, | 


Gas House and other Tile. 


VAN DYKE, ELIZABETH, RICHARDS & PARTITION STS. 
Office, SS Van Dyke St., Brooklyn, N. Y. 








RETORTS AND FIRE BRICK. 


RETORTS AND FIRE BRICK. 





ST. LOUIS STANDARD SEWER PIPE. 


Blast Furnace and Oupola Linings, every description of Fire 
Clay Material, Fire Clay Flue Linings, Chimney Tops 
Dry Milled and Crude Fire Clays, etc. 


OFFICE AND DEPOT 
901, 903, and 905 Pine Street, 
ST. LOUIS, MO. 
ESTABLISHED IN 1845. 


B. KREISCHER & SONS, 


OFFICE FOOT OF HOUSTON 8T., E.B., N.Y. 


Gas Retorts, 


TILES, FIRE BRICK. 


AND EVERYTHING IN THE FIRE CLAY LINE. 





LACLEDE FIRE BRICK MFG. CO., 


MANUFACTURERS OF 


Fire Brick, Gas Retorts, 





MANHATTAN 


FIRE BRICK & ENAMELLED CLAY 
RETORT WORKS 


ADAM WEBER. 


CLAY GAS RETORTS 
AND RETORT SETTINGS 
FIRE BRICKS, TILES, ETC., 


Office and Works, 15th Street and Avenue O., N. Y. 

















Works, 
LOCEPORT STATION, PA. 


—-ESTABLISHED 1864.— 


JAMES GARDNER, JR.., 


Office, Rooms 19 & 20, Lewis Block, 
PITTSBURGH, PA, P. 0. Box 373. 


Successor to WiITtGTIAM GARDNER c& SON. 


Fire Clay Goods for Gas Works. 


H. A. NORTON, No. 4 CENTRAL STREET, BOSTON, MASS., Agent for the New England States. 








GEO. C. HICKS, CHAS. A. REED, 
Prest. Sec. 


CHICAGO sce starecs 


Retort and Fire Brick Co., 


MANUFACTURERS OF 


Fire Clay Goods of all Kinds, 


AND BEST QUALITY ONLY. 


Regenerative Furnaces & Water Gas Goods. 
45th St., Clark to La Salle, Chicago. 








GEPROULD'S IMPROVED RETORT CEMENT. 


4 Cement for patebing rewris, putting Gu wuuthpieces, apd 
making up all bench-work juiuts. This Cement is mixed ready 
or use. Econumic and thotvuugh in ts Work Fully warranted 


© stick. For recommendations and price list address 


C.L. GHROULD & CO., 
5 & 7 Skiliman St., Brooklyn, N.Y. 


Western Agent. H. T. GEROULD, Mendota, D1. 


Parker-Russell 
Mining and Mfg. Co., 


CITY OFFICE, 
Mermod-Jaccard Bldg., Rooms 307 & 308, 
Broadway & Locust St., St. Louis. Mo. 


PROPRIETORS OF THE 


OAKHILL GAS RETORT & FIRE BRICK W'KS 


Our immense establishment is now employed almost entirely in 
the manufacture of 


Materials for Gas Companies 


We have studied and perfected three important points, Our re- 
torts are made to stand chenges of temperature, the strongest 
heats of the furnace, and the abrasion of feeding and emptying. 
We have the exclusive Agency for the West of the celebrated 


Kloenne-Bredel Full Depth and 
Semi-Recuperator Benches, 
And also furnish and build 


Our Own Styles Semi-HRecuperator Furnaces 
for the use of Coal or Coke as fuel. 








THOS. SMITH, Prest. AUGUST LAMBLA, Vice-Prest. & Supt. 


BALTIMORE 


RETORT & FIRE BRICK CO. 


MANUFACTORY AT 


LOCUST POINT BALTIMORE, MD. 





Clay Retorts, Blocks & Tiles 


FIRE BRICK, FIRE CLAY, 
AND FIRE CEMENT. 


Red and Buff Ornamental Tiles and Chim. 
mey Tops. Drain and Sewer Pipe (from 
2 to 30 imches), Baker Oven Tiles 
12x 12x2 and 10x10x2. 


WALDO BROS., 88 WATER ST., BOSTON, MASS 
“ole Agents the New Engiand States. _ 








Boston Fire Brick Works “=< Gas Retorts and Settings 


Unde: the Personal Supervision of IMR. GHO. CGC. HICKS late of Chicago. 
Fire Clay Goods of all kinds. Akron Sewer Pipe, Lime, Cement, etc. Agts. for the Arc Gas Lamp & Governing Gas Burners. 


Send for Circulars and Prices to 


' FISKE, COLEMAN & CO., Managers, No. 62 Congress Street, Boston, Mass. 
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FRED. BREDEL, C. E.. 


Contractor for the Complete Erection and Equipment of Gas Works. 
Sole Proprietor of the KLOENNE PATENTS for North America. 


Gas Condensing ad } Sa RECUPERATIVE 
Purifying Machine. FURNACES. 


D li Work B 
aetauieit- ds OxiasPorider. Adapted to Retort Houses 
With or Without 


Stage Level. 











No Condensers Required. 


No Naphthaline or Pitch 
is Formed. 


HIGHER CANDLE POWER. 


Tard Ammonia Weshers jam : =| Inclined Retort 
WATER GAS WASHERS. “hottrustmecctascas = Benches. 


Refers, by permission, to Mr. Eugene Vanderpool, Newark, N. J., and Mr. E. G. Cowdery, Milwaukee, Wis. 
For further information address 


ERED. BREDEL,, 
No. 208 Rast Seventeenth Street, - - - - New York City. 


riemoines  AENRY MAURER & SON, , SRE=NOUSH's 


dD tf 
Generator Gas Furnace R ae § DIGEST OF GAS LAW.” 


ETORT WORK 


no Eee | WORKS, Perth Amboy, N. J. 


Z Z Lh, 4 VKY4, 
Sees cece eee eee 5 LEE 4 | OFFICE, 418 to 422 East 23d St., N. Y./ As a book oi reference it will be found invaluable. 
ceaeesegs iLL beng ia: Le tate 42 Le me 


2 aaah Optes Ey Uap, It is the only work of the kind which has ever 


Di) til Md Y aa; Ui Clay Gas Retorts, | been published in this country, and is most com- 


BHENOH SETTINGS, |" B*mmomely bound. Orders may bosent to 
> A. M. CALLENDER & CO., 


Over 1,400 Retorts Now in 
Use in America. 














This is a valuable and important work, a copy 
of which should be in the possession of every gas 
| company in the country, whether large or small, 





Fire Brick, Tiles, Etc. | 42 Pime Street. N. Y. 
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Materials furnished and Benches erected by 


J. H. GAUTIER & CO., - Jersey City, N. J. 


Address as above, or D. D. FLEMMING, Jersey City, N. J. 


NEWBIGGINGS HANDBOOK FOR GAS ENGINEERS AND MANAGERS. 


The present (the fifth) edition marks an important advance on those that have gone before. Considerable additions have been made to the text, 
and much of it has been rewritten and otherwise improved. Price, cloth, $6. A. M. CALLENDER & CO., 42 Pine St.. N. Y. 
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DAVIS & FARNUM MFG. CO.., 


WALTHAM, MASS. 


PRINCIPAL OFFICE AND WORKS, Waltham, Mass. BOSTON OFFICE, Room 55, Mason Building, 70 Kilby Street. 








SINGLE, DOUBLE, &?._ =a al TUBULAR, PIPE, 


AND AND 


TRIPLE LIFT be =| “sas = SINUOUS FRICTION 


1) Be inicses 


Act tt AS 
OF ANY CAPACITY. 3 ae a Te = OF ALL SIZES. 


TRON ROOF FRAMES AND FLOORS. 
Purifying Boxes, Center Seal or Valve Connections, Bench Work. 


Reversibie Lime Trays. 
SELF-SEALING AND PRESSED STEEL MOUTHPIECE LIDS. 
Coke Barrows, Coal Wagons, and all Apparatus Requisite for a Complete Gas Plant. 


—- AIgZO—— 
Gas and Water Pipe, F"langed Pipe, 
Sugar House Work, and Special Castings of all Descriptions. 








Imcorporated issil. 


KERR. MURRAY MFG. CO.., 


FORT WAYNE, IND. 


Established 1861. 





Those who are in need of 


Holders or {fas Works Apparatus of any escription, 


AND OF THE LATEST IMPROVEMENTS, 


will find it to their interest to 
GET AN ESTIMATE FROM US 
before placing their order. 


As we make a Specialty of this Class of Work, and are Practical Builders 
and Manufacturers of same, 


with our long years of experience in the business, 


WE CAN GUARANTEE YOU SATISFACTION. 





Zistimates, FPlians anc. Specifications Furnished on Application. 
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BARTLETT, HAYWARD & CO. 


Dettenorc, RAC. 
PLT SO LIMP IM GID LL IG PO IS 
SAL Ooi RODALIV ER 














triple Double, & Single-Lift iii PURIFIERS. 
cASHOLDERS : CONDENSERS. 
(ron Holder Tanks, ayn = Scrubbers, 
| ire BENCH CASTINGS, 
Cirders. OL STORAGE TANKS. 
BEAMS. Boilers. 





The Wilkdiaeee Water Gas ae 


THIRTY-CANDLE, NON-CONDENSABLE, FIXED GAS. THE MOST SUCCESSFUL GAS PROCESS IN OPERATION. 


Munich Regenerative Furnace, System Drs. Schilling & Bunte. 


HAZEL TON BOILERS. 
Gas Works Designed and Constructed. 








Pascal Iron Works, «sssss=° Delaware Iron Works. 


_| MORRIS, TASKER & CO., 


INCORPORATED. 
OFFICE, 224 SOUTH THIRD STREET, - - PHILADELPHIA, PA. 


CONTRACTORS, BUILDERS, AND MANUFACTURERS OF 


Gas, Water & Sugar Works 


RIK A pan RXXKXY) Wi) 9 AY) yy 






Bench Castings. Iron Roofs. 
priv & aw mn 
Condensers. Street Stops, 
Scrubbers. Valves, etc. 
Purifiers. Stand-Pipes. | 
: 
5 Hyd. Carriages. Water & Oil | 
Iron Floors, ‘* —— — a Tanks, all Sizes. 


Single, Double, and ' Triple-Lift Cas Holders. 


SELF-SEALING RETORT LIDS. STAMPED STEEL RETORT LIDS. 
Locomotive Water Columns, Filters, etc. Boiler Tubes, Wrought Iron Pipe & Fittings 
Plans, Specifications and Estimates for all kinds of Machinery furnisiied on application. 
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a R, D. WOOD & CO., = 


Machinists. 


400 Chestnut St., PHILADELPHIA, PA. 


MANUFACTURERS OF 


CAST IRON PIPH 


Gas Holders, 


SINGLE, DOUBLE, AND TRIPLE LIFTS, WITH 
OR WITHOUT WROUGHT IRON 
OR STEEL TANKS. 


PURIFIERS, CONDENSERS. 


Scrubbers. 


BENCH WORK. 
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lron Floors and Roofs, Plate Girders. 





Heavy Loam Castings. 


HYDRAULIC WORK. 








Lamp Posts, Valves, Etc. 








SMITH & SAYRE MFG. COMPANY, 


G. G. PORTER, Prest. 


245 Broadway, N. Y. 4® ¥- Bae. tes. 


Machinery & Apparatus for Gas Works 


Drawings, Plans, and Estimates Furnished for the Improvement, Exten- 
sion, or Alteration of Gas Works, or for the 
Construction of New Works. 


Mackenzie’s Patent Rotary and Steam Jet Gas Exhausters, Governors, Compensators, 
Oondensers, Washers, Scrubbers. Isbell’s Patent Automatic Street Pressure Governor, 
Gas and Water Valves, Hydraulic Main Dip Regulator, Bench Oastings, etc. Purifying 
Rares and “Standard” Sernbhers, Ishell’s Patent Self-Sealing Retort Doors. 


THE BRENNER SELF-SEALING RETORT DOOR. 


Simple, Strong, and Durable. 
CLOSES ABSOLUTELY TIGHT & IS LOCKED BY ACAM LEVER. ALL NECESSARY ADJUSTMENT FOR WEAR PROVIDED. 


BUILT BY 


SMITH & SAYRE MFG, CO. 


No. 245 Broadway, = = =~ «= New Yerk City. 











WILLIAM B. LUNDIE, Superintendent of the 42d Street Station of the Consolidated Gas 
Company, of New York, writes, under date of Jan. 4, 1889: 


‘We have 320 Brenner Self-Sealing Lids in use at this Station, built by the Smith & Sayre 


Mfg. Co. They require very little attention, and are the best of the kind that I have seen, giving 
entire satisfaction,” 
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GAS WORKS APPARATUS AN) CONSTRUCTION. 


GAS WORKS APPARATUS AND CONSTRUCTION. 





JAMES R. FLOYD & SONS, 


(SUCCESSORS TO HERRING & FLOYD) 


Oregon Iron Works, 
W. 20th & 2st. Sts., bet. 10th & llth Avs., 
NEW YORK CITY. 


Engineers and Contractors 


FOR THE 


CONSTRUCTION OF 
GAS WORKS. 


MANUFACTURERS OF 


All Kinds of Castings and 
General Ironwork 


FOR 


GAS APPARATUS. 


Bench Castings, Regenerative and Half | 


Regenerative Furnace Castings. 


Condensers, Scrubbers, Purifiers, 
Street Drips and Connections, 


Valves, 


Hydraulic Hoisting Purifier Carriage, 
Self-Sealing Retort Lids, Improved 
Valve Stand and Indicator, 
Seller’s Cement. 


Plans, Specifications, and Estimates furnished for Construction 
of New or Alteration of Old Works. 


CONTINENTAL IRON WORKS. 


THOS. F. ROWLAND, Prest. 


WARREN E. HILL and Cuas. H. CORBETT, V-Prests. THOS. F. ROWLAND, JR., Sec. & Tr 


P. 0. Station G., BROOKLYN, N. Y. 


ENGINEERS AND MANUFACTURERS OF 


Cas Hrolders 
CONDENSERS, SCRUBBERS, VALVES, 


PURIFIERS, SELF-SEALING RETORT LIDS 
Hydraulic Mains, 


And ali other articies connected with the man- 
ufacture and distribution of Gas. 











H. RaNSHAW, Prest. & Mangr. WM. STACEY, Vice-Prest. T. H. Birca, Asst. Mangr. R. J. TARVIN, Sec. & Treas. 


STrAcHyY MEG. CO., 


MANUFACTORERS OF 


Single and Telescopic Gasholders, 


IRON ROOFS, BRIDGES, LAMP POSTS, 
Water and Oil Tanks, Coal Elevator Cars, 


COKE CRUSHERS, BENCH CASTINGS, 


And all kinds of Wrought and Cast Iron Work used in the erection of Coal and Oil Gas Works 
Rolling Mill Machinery and Heavy Castings a Specialty. 


Foundry : Wrought ItIron Works: 
33, 35, 37 & 39 Mill Street. 16, 18, 20, 22, 24 & 26 Ramsey Street; 


Cincinnati, Ohio. 














Bouton Foundry C0, 


FOUNDERS AND MACHINISTS, 


CHICAGO, ILL. 


Gas Works Apparatus, 


PURIFIERS, CONDENSERS, 
Bench Woxr_k& 


SPECIALS, LAMP POSTS, 
SCRUBBERS, 
Iron Roofs and Floors. 


Plans and Estimates furnished for new works or extensions of 
old works. 











182 DEILY & FOWLER, 


Laurel Iron WorkEs. 
Address, No. 39 Laurel Street, Philadelphia, Pa. 


GASHOLDERS, 


Single and Telescopic. 
EXolders Built 1884 to isss, Inclusive: 





Newport, R. I. Long Island City, N.Y. Port Chester, N. Y. Malden, Mass. West Chester, Pa. (2d 
Portiand, Oregon. Macon, Ga. New Rochelle, N. Y. Paducah, Ky. Lancaster, Pa. (3d 
Allegheny, Pa. (2d.) York, Pa. Salem, N. J. (3d) Norwich, Coon. Tacony, Pa. (two) 
Atlanta, Ga. (2d.) Chester, Pa. Omaha. “vb. (2d) Seattle, W. T. Mount Vernon, N. Y. 
N.Y.City (Central Gas Co) Hazleton, Pa. (2d.) Lynn, Mass. (2d) San Diego, Cal. Binghamton, N. Y. 
Lynehburg, Va. (2d.) Staten Island. > we Little Rock, Ark. Northern Gas Lt. Co., of Concord, N. H. 
Saylesville, R. I. Saugerties, N Irvington, N. Y. New York. N. Y. Dover, Del. (2d) 
Rondout, N. Y. Clinton, Mass. thao. Mills)South Boston, Mass. Westerly, R. I. Calais, Me. 
Atlantic City, N. J. Chattanooga, Tenn. Rye, N. Y. (2) Willimantic, Conn New London, Conn. (2d) 
A Ga. Galveston, Texas. (3d.) Woodstock, Ont. Montclair, N. J. West Chester, N. Y. 
Waltham, Mass. (2) Omaha, Neb. Malden, Mass. Attleboro, Mass. Bay Shore, L. I. 
Mahanoy City, Pa Fort Plain, N. Y. Staten Island, N. Y. (2d) Santa Cruz, Cal. Washington, D. C. 

| New Castle, Brunswick, Ga. Woodstock, Ont. Erie, Pa. (2d) 








WM. HENRY WHITE, 


No. 


S2 Pine Street, 


- = — Mew Tomek City. 


- ENGINEER AND CONTRACTOR FOR THE 


ERECTION AND EXTENSION OF 


GAS, WATER, AND ELECTRIC LIGHT WORKS. 


Correspondence with Gas Compenies contemplating extending or improving their Plants respectfully invited. 


Plans and Estimates Furnished, 


| 
j 
| 
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GAS COALS. CANNEL COALS. 


GAS ENRICHERS. 





moore ESSERE INS &z CO. 


F, SEAVERNS. 


228 & 229 Produce H=xchange, New YoreE. 


Cable Address, “‘PERKINS, NEW YORE.” 


Post Office Box 3695, New York. 
CENERAL SALES ACENTS FOR 


The Youghiogheny River Coal Company’s 


OCEAN MINE YOUGHIOGHENY GAS COAL. 


HOW. W. LL. SCOTT, Prest. 


M. HH. TAYLOR, Vice-Prest. 


This Colliery is located at SCOTT HAVEN, PA., in the center of the Youghiogheny Gas Coal District, and produces 
the ONLY RELIABLE YOUGHIOGHENY COAL for gas purposes, (See Map on p. 87 of this Journat, Feb, 16, ’85.) 


FroiInTs OF SHIPMENT, 


Locust Point, BALTIMORE. 


Pier No. 62, PHILADELPHIA. 





Also, SOLE ACENTS for the 


BRECKENRIDGE CANNEL, 


OF BENTUCHY. 


Within the past two years we have ¢~’ 


‘>ered this Cannel to over ONE HUNDRED COMPANIES IN THIRTY. 


THREE DIFFERENT STATES, and it is now in use in some of the large Gas Works 


On the Continent and in South America, 


where it successfully competes with the Australian Shale. 
high grade to warrant EXPORTATION TO EUROPE AND SOUTH AMERICA, and it is the only economical substi- 


tute for O1L OR NAPHTHA. ONE GROSS TON will produce 


or 12,6500 
or 15,000 ms 63 


60 “ce ee 
50 ae “ 


It is the ONLY AMERICAN GAS CANNEL of sufficiently 


10,000 Cubic Feet of 75 Candle Gas, _— o{ TH 000 Candle Feet of Gas, and 26 Bushels 
“"*) of merchantable Coke weighing 900 Pounds 


This is the ONLY GAS CANNEL that will produce a REALLY MERCHANTABLE COKE. It can be delivered 
in parcels of one carload or more to any point in the United States or Canada. Cargo shipments of any size 


required can be made from NEW YORK, PHILADELPHIA, BALTIMORE, or NEWPORT NEWS. 


Samples will 


be sent and particulars of price, etc., forwarded upon application to above address. 








JAMES & WILLIAM WOOD, 
Gas and Gannel Goal Contractors, 


No. 40 St. Enoch Sq., Glasgow. No. 2 Talbot Court, London. 


Proprietors of the BATHVILLE COLLIERIES (which produce the 
celebrated BOGHEAD CANNEL), Shields, Shieldmuir, Drumpeller, and 
other Collieries. This Firm offer 


STANDARD CANNELS, 


Unequaled as Gas Enrichers. 
Analyses, prices, and all furtber information furnished on application to 


Agency for U.S., Room 70, Nos, 2 & 4 Stone St, N.Y. City. 





The Standard Oil Company, 


REFINERS OF 


NAPTHA AND GASOLINES, 


ALSO MANUFACTURERS OF 


A Special Grade of Naptha for 
Gas Companies 
FOR ENRICHING COAL CAS. 
Correspondence solicited. 


No. 43 Euclid Avenue, Cleveland, Ohio. 
————_—_——_[—>—>_—_—_—_—_—_—_—_—_—_—_——— 


To Gas Companies. 


We make to order CAP BURNERS to burn any amoun 
under a stated pressure. Send for samples. 
Also, SERVICE CLEANERS, DRIP PUMPS, and STREET 
MAIN PROVING APPARATUS. 
oS A. GHEFRORER, 
348 N Sth Street, Phila., Pa. 
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Newburgh Orrel Coal ai Oke C0. | DEL : 
STEAM, SMITHING AND CaS cols, | PINIW GAS COAL CO, 


Foundry and Crushed Coke. 


Home Office, 33 8. Gay Street, Baltimore, Ma. 
J. HARRY LEE, President. 


Shipping Wharves, Lecust Point, Baltimore. 


The Despard Gas Coal Co., 


MINERS AND SHIPPERS OF 


DESPARD GAS COAL, 





AND MANUFACTURERS OF 


Cork: EB. 


MINES, Clarksburg, Harrison Co., W. Va. 
WHARVES, Locust Point, Baltimore, Md. 
OFFICE, 225 E. German St., “ “ 


ROUSSEL & HICKS. 
71 Broadway, N. ~4 sears. ; ee 

















~ 


Call's Adistale Coke Crusher 


SIMPLE, STRONG, AND DURABLE. 
0. M. Keller, sec. & supt. Gas Lt.& Coke Co. Columbus, Ind. 
Correspondence Solicited. 





tained 


King’s Treatise on Coal Gas. 


The most complete work on Coal Gas ever published 


Three Vols. Bound, $30. 





EE 


BOOKS. 


DISTILLATION OF COAL TAR AND 
AMMONIACAL LIQUOR. 
By Gzorcz Lunar. Price $12.50. 














A TREATISE ON THE COMPARATIVE 
COMMERCIAL VALUES OF GAS 
COALS AND CANNELS. 

By Davm A, Granam. 8vo., Cloth. Price $3. 


Orders for these books may be sent to this office. 
A. Me CALLENDER & CUc, 
42 Pine 8t.. N. Y. Orry 





OFFER THEIR 


Coal, Carefully Screened & Prepared for Gas Purposes. 





Their Property is located in the Youghiogheny Ooal Basin, near Irwin and Penn Stations on the 
Pennsylvania Railroad, and on the Youghiogheny River. 


Principal Office: 


209 SOUTH THIRD STREET, PHILA., PA. ' 


Points of Shipment: 


Pennsylvania Railroad Piers; Greenwich Wharves, Delaware 
River; Pier No. 1 (Lower Side), South Amboy, N. J. 

















SED 


Chesapeake & Ohio Railway Coal Agency, 


FOR THE SALE OF THE 


Superior Kanawha Gas Coals, Cannelton Cannel, 


Also, SPLINT AND STEAM COALS 
From the Kanawha and New River Regions, on the line of the Chesapeake & Ohio R’way. 


C. B. ORCUTT, General Agent, - - No. { Broadway (Room 217) New York City. 


FRANCIS H. JACKSON, Prest. EDMUND H. MCCULLOUGH, V.-Prest. CHas. F. GODSHALL, Treas H. C. ADAMS, Sec. 


THE WESTMORELAND COAL CO. 


Chartered 1854. 


Mines situated on the Pennsylvania and the Baltimore 
and Ohio Railroads, in Westmoreland County, Penn. 








Points OF SHiIPYPMEnNT: 


PHILADELPHIA, BALTIMORE, SOUTH AMBOY, N. J., 
WATKINS (SENECA LAK®), N. Y. 





Since the commencement of operations by this Company its well-known 
Coal has been largely used by the Gas Companies uf New England and the 
Middle States, and its character is established as having no superior in gas- 
giving qualities, and in freedom from sulphur and other impurities. 


Principal Office, 224 South 3d St., Phila., Pa. 





The American Gas Engineer 
and Superintendent's Handbook. 


By WILLIAM MOONE Y. 


Consisting of Rules, Reference Tables, and Original Matter 
Pertaining to the Manufacture, Manipulation, and 
Distribution of Dluminating Gas. 





350 Pages, Full Cilt Morroco. $3.00. 


A. M. CALLENDER & CO., 42 Pine St., N. Y. 
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JOHN J. GRIFFIN & COQ., 


Nos. 1613, 1515, 1517 & 1519 Race Street, PHILADELPHIA. 
52 Dey St., NEW YORK. 75 N. Clinton St., (rev. r. PERSONS, Mangr.) CHICAGO. 


MANUFACTURERS OF 


p) METERS FOR MEASURING GAS 


IN ANY WOrU0UME. 


Provers, Gauges, Registers, Etc., Etc. 
EXPERIMENTAL APPARATUS FOR QUANTITATIVE AND QUALITATIVE ANALYSIS. 


Careful and Prompt Attention paid to Repairing of all kinds of Meters and Apparatus. 
Eietimates Cheerfully | Furnished. 


NATHAN IIBI TOUBLS, 


No. 153 Franklin Street, Boston, Mass., 


MANUFACTURER OF 


DRY GAS METERS. 
Station Meters of any Capacity. 


Test and Experimental Meters, Pressure Registers, Pressure Gauges, 


























ee Sais Pressure and Vacuum Gauges. 
eget erietmmemnt te METER PROVERS, PHOTOMETERS, STREET LANTERNS, ETC., ETC. 
rcp, =, Petent Cluster Lanterns for Street Dllumination. 








HAROLD J. BELL. BELL &, JONE S, 8. LEWIS JONES. 


Wo. 12 North Ninth Street, Philadelphia, Pa. Works at Royersford, Pa. 


MANUFACTURERS OF 


GAS METERS, STATION AND EXPERIMENTAL METERS, 


Meter Provers, Pressure Gauges, and All Other Gas Appliances in Our Line, 
WE REPAIR ALL KINDS AND MAKES OF METERS, AND THE WORK GUARANTEED. 


High Pressure Meters for Natural Gas, in Iron Cases, guaranteed to stand 300 lbs. Pressure. 
Gas Cooking and Heating Stoves, Hot Plates, Cake Griddles, Waffle Bakers, Boiling 
Stoves, Laundry and Tailors’ Iron Heaters. Hotel and Cafe Ranges a Specialty. 


Correspondence Solicited. Hietimates F*urnished. 








A. HARRIS. E. L. HARRIS. J. A. HARRIS. 
Established 1849. 


HARRIS BROS. & CO., 


Twelfth and Brown Streets, Philadelphia. 


Manufacturers of Wet and ry (as Meters, 


STATION METERS, METER PROVERS, 
EXPERIMENTAL METERS, SHOW OR GLAZED METERS, 
Pressure and Vacuum Registers, Cauges, Photometers, Drip and Bell Pumps, Etc., Etc. 


PROMPT ATTENTION GIVEN TO ALL ORDERS. METERS THOROUGHLY REPAIRED. ESTIMATES FURNISHED FOR 
STATION METERS OF ALL SIZES. CORRESPONDENCE SOLICITED. 














BS, 





Tnspector’s Bapex, and will be fully warranted by us. Our Annual and Calendar will be sent to Gas Vompanies upon application. 
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GAS METERS. GAS METERS. GAS METERS. 

GEO. J. MCGOURKEY, Prest. WM. H. MCFADDEN, Vice-Prest. (Phila.) WM. N. MILSTED, Gen. Supt. and Treas. (New York). WM. H. DOWN, Sec 
Established |834. Incorporated {863. 
WET AND DRY GAS METERS. PRESSURE REGISTERS. METER PROVERS. 
STATION METERS. PRESSURE & VACUUM REGISTERS. PORTABLE TEST METERS. 
EXHAUSTER GOVERNORS. PRESSURE & VACUUM GAUGES. EXPERIMENTAL METERS. 
DRY CENTER VALVES. CRESSON GAS REGULATORS. AMMONIA TEST METERS. 
GOVERNORS FOR GAS WORKS. MARSLAND WATER METERS. BAR & JET PHOTOMETERS. 

Manufactories: GSAS STOVES. | Agencies: 
512 West 22d St., N. Y. SUGG’S “STANDARD” ARGAND BURNERS, | 177 Elm Street, Cincinnati. 


SUGG’S ILLUMINATING POWER METER, 


810 North Second Street, St. Louis. 
Arch & 22d Sts., Phila. Wet Meters, with Lizar’s ‘“‘Invariable Measuring” Drum. 


244 & 246 N. Wells Street, Chicago. 
222 Sutter Street, San Francisco. 





HELME & MeciLHENN y, 


(Established 1848.) 


CAS METER MANUFACTURERS, 


Nos. 1339 to 1349 Cherry Street, Philadelphia, Pa., 
WET AND DRY GAS METERS. STATION METERS, EXPERIMENTAL METERS, METER PROVERS, 
Center Seals, Pressure Registers, Governors, Indicators, Photometers, and all other kinds of Apparatus for use in Gas Works. 


FOULIS’ PATENT STATION AND DISTRICT GOVERNORS. 
REPAIRING DEPARTMENT.—We employ a special force of skilled workmen repairing meters of all makers. 








Pm 





WM. WALLACE GOODWIN, President and Treasurer. E. STEIN, Vice-President. H. B. GOODWIN, Secretary and Superintendent. 


THE GOODWIN GAS STOVE AND METER CO,, 


Successors to WW. WW. GOoonvDw in cw CO. 


1012, 1014 and 1016 Filbert St., Phila., Pa. (13 Chambers St., New York City. 16 Dearborn, St., Chicago, Ills 
WALDO BROTHERS, Agents, 88 Water Streets, Boston, Mass. 


MANUFACTURERS OF 


DRY AND WET GAS METERS, 


Station Meters (square, cylinarical, or in staves), Glazed Meters, King’s and Sugg’s Experimental Meters, Lamp Post Meters, etc., etc. Meter 
Provers (sizes 2, 5, and 10 feet), Pressure Gauges of all kinds, Pressure Registers, Pressure and Vacuum Registers, Pressure Indicators 
(sizes 4, 6, and 9 inch), King’s Pressure and Vacuum Gauges, Dry and Wet Center Seals, Dry and Wet Governors, Exhauster 
Governors, Photometers of all descriptions. Letheby’s Sulphur and Ammonia Test Apparatus camplete. Also, Testing 
and Chemical Apparatus of all kinds, and of the most perfect description, for all purposes relating to Gas. 


Menuufacturers of the “SUN DIAL” GAS STOVES, for Cooking and Heating. 


Goodwin's Improved Lowe's Jet Photometer. Agents for Bray’s Patent Cas Burners and Lanterns. 
Special attention to Repairs of Meters and all Apparatus connected with the business. All work guaranteed first-class inovery particular. Orders filled promptly 
G. B. EDWARDS, Manager, New ‘ork. S. S. STRATTON, Manager, Chicago. 








D. MCDONALD & CO., 
GAS METER MANUFACTURERS. 


(Histablished 1854.) 
51 Lancaster St.. Albany,N. Y. 34 & 36 West Monroe St., Chicago, Ill. 


STATION METERS, EXPERIMENTAL METERS, METER PROVERS, PRESSURE & VACUUM REGISTERS, PRESSURE GAUGES, ETC. 
Also STAR GAS STOVES, RANGES, and HEATING STOVES. 


We use only the very best materials, and employ the most skilled labor, and by our long experience (36 years) and personal supervision of every detail, 
we feel justified in assuring the public that our goods will give perfect satisfaction. Every Meter emanating from our establishment will bear the State 
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GAS INTO POW HER, 


BY THE 


OTTO GAS ENGINE. 


GAS POWER.—A Source of Revenue to Gas Companies re.., to engage in Electric Lighting, building of 


Water Works, Electric Street Railways, etc. : 
Coal for producing Gas is less in amount than that for producing Steam, both being measured on an 
equal amount of work performed. And, further, with Gas, 


50 to 90 per Cent. of Vals of Coal is Returned 


by sale of Coke and Tar, according to the market value of these products. 
Labor for handling fuel is reduced, by its becoming centralized and confined to the gas bouse, and frequently ~ 
has not increased after the addition of a power station. 
With Gas Power, cost of fuel is strictly limited to the time of use. 





MANY VALUABLE f 
AND RECENT © (Roel a 1-3 to 100 
IMPROVEMENTS. al gees, SS NA HORSE POWER. 


Wherever Cas Companies tried Cas Power with Steam Power together in one Station, the use of 
Steam was subsequently abandoned or restricted, and Cas Power made to take its place. 


Where Gas Companies adopt Gas Power for Electric Plants, Water Works, Sewerage, etc., they not only 
choose the most economical power for their use, but secure to themselves the numerous advantages of increased 
production, without increase of expense, and benefit thereby their entire manufacture. They induce ¢onsumers, by 
their example, to abandon Steam for Gas Power, and, by establishing special rates, make 


Gas Power the Leading Power ofr To Day, 
AND SOLVE AT ONCE THE QUESTION OF FUEL GAS. 


“Otto Gas Engine Works,” 


SCHLEICHER, SCHUM™M & CO., 
151 Monroe St. (Kent Building), Chicago. 33d & Walnut Sts., Phila. 


NEW YORK AGENCY, 18 VESEY STREET. 


Pr 














